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The Leading Provider of Safety and 
Slip-Resistant Footwear Programs 


“We deliver safety , comfort, and happiness to working 
men and women in all environments.” 





DEAR CLIENT, 



Table of Contents 


FOR 45 YEARS, VULCAN SAFETY SHOES SERVICE, 
INC. AND OUR BOOT CAMP STORES HAVE SERVED 
THESOUTHEAST’SMAJORINDUSTRIALFACILITIES 
AND GOVERNMENTAL AGENCIES WITH THE 
MOST TRUSTED NAME BRANDS IN THE SAFETY 
FOOTWEAR INDUSTRY. WE TAKE GREAT PRIDE IN 
THE SERVICE WE PROVIDE, THE PRODUCTS WE 
OFFER, AND THE REPUTATION WE HAVE AS THE 
LEADER IN SAFETY FOOTWEAR. 

WE WORK CLOSELY WITH OUR MANY CLIENTS 
TO INSURE WE GET THE RIGHT SHOES FOR 
THEIR EMPLOYEES’ JOBS AND REDUCE THEIR 
ADMINISTRATIVE COSTS AND HASSLES TO A 
MINIMUM USING OUR VERY SOPHISTICATED 
BILLING SYSTEM. 


Men’s Oxford’s & Slip-Ons 

7-13 

Men’s Athletics 

14-17 

Men’s Hikers 

18-21 

Men’s 6” 

22-33 

Men’s 8” & Wellington 

34-39 

Men’s Metatarsal Guards 

40-45 

Women’s Oxfords & Slip-Ons 

46-53 


OUR MANY VENDORS PROVIDE ONLY THE BEST 
SAFETY SHOE CHOICES FOR OUR CUSTOMERS. 
WE PLACE A PREMIUM ON SUPPLYING THE 
LATEST COMFORT FEATURES AND SAFETY 
TECHNOLOGIES TO INSURE OUR CUSTOMERS 
HAVE THE BEST FOOTWEAR POSSIBLE WHILE ON 
THE JOB! 

THANK YOU FOR YOUR MANY YEARS OF SUPPORT 
AND BUSINESS, AND WE LOOK FORWARD TO 
WORKING WITH YOU IN THE NEAR FUTURE. 
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www.safeshoes.com 


1 -888-933-5540 | sales@safeshoes.com 






How to Order 






ATLANTA, GA 


4745 Hugh Howell Road 

Tucker, Georgia 30084 

770-934-5540 (phone) / 770-496-0475 (fax) 


www.safeshoes.com 


1-888-933-5540 


sales@safeshoes.com 


ONLINE ORDERS 

www.SafeShoes.com 

24 Hours a Day. Every Day. 


ORDER BY PHONE 

1 -888-933-5540 ext #303 

Monday - Friday 8AM - 5PM EST 


B-2-B 

ARIBA, ORACLE & SAP 


GSA CONTRACT 
SALES 

1-888-933-5540 ext #303 
M-F 8-5 EST 


PAYMENT OPTIONS 

VISA, MASTERCARD, 
DISCOVER, AMERICAN 
EXPRESS, ACH, EDI 
INVOICE ON ACCOUNT, 
ARIBA, CHECKS, CASH 


VISA 


SOOT 


GREENVILLE, SC 

1178 Woodruff Road 
Greenville, SC 29607 
864-297-9660 (phone) / 864-297-9609 (fax) 


SAVANNAH, GA 

2 Park of Commerce Blvd Suite H 
Savannah, GA 31405 

912-236-4940 (phone) / 912-234-8096 (fax) 


INTERNATIONAL 

ORDERS 

770-934-5540 EXT 303 


CERTIFIED DRUG 
FREE WORKPLACE 


tOUNcy 

Since 1969 



































We Provide 

Superior Shoemobile Service & 
Manage Your Safety Shoe Program, 

So You Can Focus on Your 
“Mission Critical” Responsibilities 


* VULCANS 

i BOOT CAMP 


£ 888 - 933^5540 

***** !*".>•■ 


The Vulcan Advantage 

Shoemobile Service 


WE OFFER MORE BRANDS AND STYLES THAN ANYONE! 

The Best Selection of women’s styles! MORE “Comfort Guaranteed” styles than anyone! 

Best selection of technically specified styles! All sizes & widths (up to size 20)! 


PREVISIT 

Let Vulcan’s exclusive Sales-Tracker-Software 
(S-T-S) computer system handle 
subsidy tracking & program management 

Set up S-T-S custom invoices & reports to 
assist accounting 

Previsit assessments & “Meet And Greets” to 
determine right products needed 

Provide custom posters for easy program 
messaging 

Provide wear-test shoes for severe enviornments 

INVOICE 

S-T-S documents reduce admin costs 

Easy- To-Reconcile! 

Custom invoices & reports to reduce admin 
time and costs 

Use S-T-S file transfers to assist with 
PRD administration 


SHOEMOBILE VISIT 

• Measure, Size and Fit Service 

• Super large fitting specialist! 

Better, Faster, Cheaper! 

• S-T-S automated computer check-out 
speeds sales process 

• The most generous and lenient warranty in 
the business 


FOLLOW-UP 

• Exclusive associate hotline 800 number to 
handle any issues! 

• Custom website for your associates 
between-visit needs! 

• Surveys for you & your associates to 
assure satisfaction. 



www.safeshoes.com 


1 -888-933-5540 | sales@safeshoes.com 






The Vulcan Advantage 

Sales-T racker-Software 

Computer Technology 


OUR MISSION IS TO BUILD A STRONG PARTNERSHIP WITH OUR CLIENTS USING OUR 
TECHNICALLY SUPERIOR S-T-S SYSTEMS TO: 

1. Reduce admin costs 

2. Deliver safety, comfort, and happiness, to your associates 

3. Allow you and your managers to focus on your “Mission Critical” Responsibilities. 


ELIMINATE EMPLOYEE SUBSIDY TRACKING BY YOUR STAFF 

Save You And Your Staff More Time And Money By Letting Vulcan’s (S-T-S) Computer 
System Track Your Associates’ Subsidy Usage 

Eliminate Tedious And Costly Administrative Time by Using Custom Monthly, Quarterly, 
Or Annual Reports On Subsidy Usage By Employee. 

Let Us Track Subsidy By Calendar Year, Anniversary Date, Or Last Purchase Date, 
Giving You Flexibility To Monitor Subsidies Within Your Company’s Requirements. 


LET S-T-S IMPROVE LET S-T-S OPTIMIZE YOUR PAYROLL 

YOUR PRODUCTIVITY ACCOUNTING STAFF’S TIME 


Approve Customized Invoices With 
Ease. 

Eliminate Desk Clutter And Missing 
Accounting Documents—Receive 
CUSTOMIZED, PAPERLESS Invoices, 
Sales Tickets, Vouchers, And Other 
Reports By Email 

Process invoices & Payments Through 
B-to-B Websites, like Ariba and SAP. 


• Eliminate Costly Data Entry Of Payroll 
Deductions By Using Our S-T-S Computer 
System To Create Payroll Deduction File 
Uploads. 

• Use S-T-S Voucher Card System— 
Voucher Cards Consolidate Safety 
Shoe Sales Into One Invoice, Which 
Eliminates Costly Subsidy Tracking And 
The Processing Of Multiple Invoices And 
Checks. 



VULCAN 

SAFETY SHOES 


www.safeshoes.com 


1 -888-933-5540 | sales@safeshoes.com 






Safety Shoe Features 

Warranty and Guarantee 


IN 1995 OSHA BEGAN ENFORCING A NEW STANDARD FOR PERSONAL PROTECTIVE 


EQUIPMENT. AS PARTOFTHIS STANDARD EMPLOYERS NOW REQUIREASTMZ41 PT99 RATED SAFETY FOOTWEAR IN 
AREAS WHERE EMPLOYEES ARE EXPOSED TO INJURY AS ARESULT OF FALLING OR ROLLING OBJECTS. ALL STEEL 
TOE SHOES IN THIS CATALOG MEET OR EXCEED ASTM F2413-05 M 1/75 C/75 STANDARDS. 


■ 


ST 


Steel Toe 

Meet or exceed ASTM F2413-05 1/75 and C/75 standards - the 
highest available strength for impact and compression 


Insulate 

Premium quality Insulation to insulate against the cold INS 
and tough environments. 



Composite Toe 

An alternative to the steel toe shoe. Typically lighter, non-metallic 
and undetectable in electronic security environments. Rated 
ASTM F2413-11, M, 1/75, C/75 


Metatarsal Guard 

MET Footwear that include a built in guard to protect the upper foot 
~ " and toe area from heavy falling or rolling objects. Rated ASTM 
F2413-11, M, 1/75, C/75, Mt/75 


SD 


Static Dissipative 

SD footwear reduces the risk of static shock to people and to the 
manufactured product in the work place. Meets the ASTM F2413- 
05 M 1/75 C/75 M/75. 


c 


Conductive 

Intended to protect the wearer in an environment where the 
accumulations of static electricity on the body is a severe hazard. 
These shoes should not be worn by person working near open 
electrical circuit. Meets ASTM F2413-11, M, 1/75, C/75, Cd 


High Heat 

Feature construction components that resist high heat to HH 
create a more durable workboot 


Waterproof 

Constructed to keep the feet dry and comfortable in wet 

conditions 


WP 


Security Friendly 

Have non-metallic components for the most sensitive 

security systems 



Puncture Resistant 

Protection from sharp objects which are damaging 
to the foot. MEETS ASTM F2413-11, 1/75, C/75 PR 

STANDARDS 


PR 


Slip Resistant 

Designed with slip resistant outsole components to 
reduce the risk of slips and falls in the workplace 


SR 


Electrical Hazard 

EH The footwear provides a barrier to protect employees from open 
electrical currents up to 600 volts. Meets ASTM F2413-11, M, 1/75, 
C/75, EH 


USA MADE/ASSEMBLED 

Made or assembled in the USA 


USA 


VULCAN FOOTWEAR WARRANTY 

Vulcan is proud of the stable of high quality brands and products we offer our customers, and 
we want our Customers to be happy with the quality of the shoes they purchase. Vulcan, our 
vendors, and their brands we represent are pleased to guarantee our products’ materials and 
manufacturing craftsmanship and offer our Customers the most generous and lenient safety shoe 
warranty. 

If any of our products has a manufacturing or material defect when used in normal conditions for 
the purposes intended within the first 6 months of purchase . Vulcan will replace, repair, or issue full 
credit towards the purchase of a new shoe. 

If the claim occurs after 6 months, credit on defective shoes will be prorated fairly towards the 
purchase of a new pair of safety shoes, based on the wear and condition of the shoes. 

The Warranty is invalid in cases where our products are worn in environments inappropriate for 
the product’s design, or when our products have abnormally excessive wear, or when there is 
accidental damage to the product caused by incidental environmental conditions and not by the 
product’s material quality or manufacturing craftsmanship. 


30 DAY COMFORT GUARANTEE 

The following brands we offer carry 
a full 30-Dav Comfort Guarantee on 

their safety shoes: HYTEST FootRests, 
HYTEST Opankas, Hush Puppies 
Professional, and HYTEST Footholds; 
Wolverine Durashocks, Wolverine Contour 
Welts, and Wolverine Multi-Shocks; 
Caterpillar 1-Technology and Caterpillar 
Fusion; and Timberland Titan, Timberland 
Helix, Timberland Endurance, Timberland 
Power Welt, and all Timberland styles with 
Anti-Fatigue Technology. If your employee 
purchases one of these brands and is 
dissatisfied with the comfort, he or she may 
return them within the first 30 days for full 
credit. 


www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 
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MEN’S SAFETY SHOE FOOTWEAR 




Oxfords & Slip-Ons 

www.safeshoes.com toll free (888) 933-5540 


MEN’S OXFORDS & SLIP-ONS 
K20180 - HYTEST FOOTRESTS 
OXFORD - Black 


FOOTRESTS 


Men’s D 4-12,13,14,15 
Men’s EEE 7-12,13,14,15 

Premium Waterproof Leather Upper, Mesh Lining w/ HBR 
Waterproof Barrier Bootie, Polyurethane and Memory Foam 
Footbed, Dual Density EVA Cushioned Midsole, Tri-Tec Oil 
and Slip Resistant Rubber Outsole, Storm Welt Construction, 
Extra Wide Toe Box Available 


CT 


SR 


WP 


MEN’S OXFORDS & SLIP-ONS 
K10150 - HYTEST OPANKA OXFORD 

Black 

Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain and Performance Leather, Fully Cush¬ 
ioned, Lined Insole w/Arch Support, Oil & Slip 
Resistant Rubber & Polyurethane Outsole, Flexible 
Opanka Construction, 

Extra Wide Toe Box 


ST 


SR 


MEN’S OXFORDS & SLIP-ONS 
K10151 - HYTEST OPANKA OXFORD 

Brown 

Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain and Performance Leather, Fully Cushioned 
Lined Insole w/Arch Support, Oil & Slip Resistant 
Rubber & Polyurethane Outsole, Flexible Opanka 
Construction, Extra Wide Toe Box 


ST 


SR 


EH 


www.safeshoes.com 


1 -888-933-5540 | sales@safeshoes.com 







































































Men’s Oxford’s & Slip-Ons 


MEN’S OXFORD’S & SLIP ONS 
K30422 - HYTEST OXFORD - Brown 





MEN’S-Med 4-12, 13, 14 
MEN’S - Wide 7-12,13, 14 

Flame full grain leather upper, Removable C-2 polyurethane 
footbed with comfort pads in the heel, Lightweight Elon 
cushioned midsole, Oil and 
slip resistant rubber outsole 


CT 


SR 


SD 


















MEN’S OXFORDS & SLIP-ONS 
W04501 - WOLVERINE DURASHOCKS 
OXFORD - Brown 


WOLVERINE 

Mm shocks 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 


Full Grain Leather Upper, Flexible Opanka 
Construction, Full Cushion Fabric and Leather 
Footbed, Slip and Oil-Resistant Sole 




MEN’S OXFORDS & SLIP-ONS 
K10141 - HYTEST OPANKA SLIP-ON 

Brown 


Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain and Performance Leather, Fully 
Cushioned, Lined Insole w/ Arch Support, Oil & Slip 
Resistant Rubber & Polyurethane Outsole, Flexible 
Opanka Construction, 

Extra Wide Toe Box 


ST 


SR 


EH 




MEN’S OXFORDS & SLIP-ONS 
K10140 - HYTEST OPANKA SLIP-ON 

Black 


Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 





Full Grain and Performance Leather, Fully Cushioned, 
Lined Insole w/Arch Support, Oil & Slip Resistant 
Rubber & Polyurethane Outsole, Flexible Opanka 
Construction, Extra Wide Toe Box 


ST 


SR 


EH 



MEN’S OXFORDS & SLIP-ONS 
W04999 - WOVERINE OPANKA 
SLIP-ON - Brown 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Full-Grain Leather Upper, Wave Mesh Lining, PU 
Midsole, Opanka Construction, Safety Toe 


WOLVERINES 



www.safeshoes.com 
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Men’s Oxford’s & Slip-Ons 





































































Men’s Oxford’s & Slip-Ons 



MEN’S OXFORDS & SLIP-ONS 
W05000 - WOVERINE OPANKA SLIP- 

ON - Black 


WOLVERINES 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Full-Grain Leather Upper, Wave Mesh Lining, PU 
Midsole, Opanka Construction, Safety Toe 


ST 


SR 

B 


EH 



MEN’S OXFORDS & SLIP-ONS 

TL47028 - TIMBERLAND PRO TITAN 

OXFORD - Brown Timberlancl 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Full Grain Leather, Moisture Channeling, 

Antimicrobial Mesh Lining, Polyurethane Midsole 
Nylon Diffusion Shank, Safety Toe, Available in 
Extra Wide Widths 



MEN’S OXFORDS & SLIP-ONS 

TL53534 - TIMBERLAND PRO TITAN 

SLIP-ON - Brown Timbertand 



Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Oiled Full Grain Leather, Moisture Channeling Anti¬ 
microbial Mesh Lining, Polyurethane Midsole, Safety 
Toe, Available in Extra Wide Widths, Nylon Diffusion 
Shank 




MEN’S OXFORDS & SLIP-ONS 
FS2400 - FLORSHEIM OXFORD - Dark 
Brown 

Men’s D 6-11,12,13,14 
Men’s EEE 6-11,12,13,14 



Leather Upper, Removable Polyurethane Cushion 
Insert, Direct Inject Outsole, Super Soft PU Midsole 
Extreme Flexability, No Exposed Metal On Upper 
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MEN’S OXFORDS & SLIP-ONS 
FS2416 - FLORSHEIM OXFORD - Black 

Men’s D 6-11,12,13,14 
Men’s EEE 6-11,12,13,14 


FI OKS H F I M 


Comforted* 


Leather Upper, Removable Polyurethane Cushion 

Insert, Direct Inject Outsole 

Super Soft PU Midsole 

Extreme Flexability, 100% Non Metallic 




MEN’S OXFORDS & SLIP-ONS 
FS2700 - FLORSHEIM OXFORD 

Brown 


Comfortech 


Men’s-D 6-12, 13,14 
Men’s-EEE 6-12, 13,14 

Leather upper, Removal PU cushion insert 
Direct attached PU Midsole with TPM outsole 
100% Non-Metallic, Extra Large Top Cap 




MEN’S OXFORDS & SLIP-ONS 
RK6736 - ROCKPORT BOAT SHOE 

Brown Qrockport 

Men’s Med 7-12,13,14 
Men’s Wide 7-12,13 

Crazy Horse Leather Upper, Moisture Wicking Nylon 
Mesh Lining, Removable EVA Cushion Insert w/ Heel 
Stabilizer Cup, Rubber Boat Shoe Outsole w/ Cushion 
EVA Midsole 




MEN’S OXFORDS & SLIP-ONS 
RK6741 - ROCKPORT WING TIP 

Black (F) ROCKPORT 

Men’s Med 7-11,12,13,14 
Men/s Wide 7-11,12,13,14 

Leather Upper, Moisture Wicking Nylon Mesh Lining 
Anti-Slip Pigskin Heel Counter, Kinetic Air Circulator 
Cushion Insert, Blown Rubber Outsole w/ 90 Degree 
Breasted Heel 


ST 


SR 


EH 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 



Men’s Oxford’s & Slip-Ons 























































Men’s Oxford’s & Slip-Ons 



MEN’S OXFORDS & SLIP-ONS 
RK6761 - ROCKPORT OXFORD - Black 

0ROCKRORT 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 
Men’s XW 8-12,13 

Leather Upper, Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert, Rubber Outsole w/ 

EVA Cushion Midsole, San Crispino Construction, No 
Metal on Upper, 100% Non-Metallic 




MEN’S OXFORDS & SLIP-ONS 
RK6762 - ROCKPORT OXFORD 

Brown 


0 


D ROCKPORT 


Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 
Men’s XW 8-12,13 

Leather Upper, Moisture Wicking Nylon Mesh Lining 
Removable EVA Cushion Insert, Rubber Outsole w/ EVA 
Cushion Midsole, San Crispino Construction, No Metal on 
Upper, 100% Non-Metallic 




MEN’S OXFORDS & SLIP-ONS 
P89957 - CATERPILLAR CASUAL 
OXFORD - Brown 

Men’s Med 7-12,13 
Men’s Wide 7-12,13 



Leather Upper, Nylon Mesh Lining, Removable EVA 
Sock Liner, Strobel/Cement Construction 
Safety Toe 




MEN’S OXFORDS & SLIP-ONS 

NA1630 - NAUTILUS SLIP-ON - Black Nautilus 

iMKnrWlirirti 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15,16,17 

Water Resistant Full-Grain Leather Upper 
Removable Polyurethane Insole, EVA Midsole 
Safety Toe, No Exposed Metal 


SD 


ST 


SR 
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MEN’S OXFORDS & SLIP-ONS 
NA1620 - NAUTILUS SLIP-ON - Brown 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15,16,17 


Nautilus 


Water Resistant Full-Grain Leather Upper 
Removable Polyurethane Insole 
EVA Midsole, Safety Toe 
No Exposed Metal 




MEN’S OXFORD’S & SLIP ONS 
K10811 - HYTEST FOOTRESTS 
HIGH ENERGY OXFORDS - Brown 



MEN’S - Med 7-12,13, 14,15 / MEN’S - Wide 7-12, 13, 14, 15 
Waterproof full grain leather upper, Waterproof membrane for 
dry feet and breathability, Molded PU high energy performance 
insole, Moisture wicking brushed Nylon sock liner 
Dura-Tech oil and slip- 
resistant rubber cup outsole 
for extra durability 




MEN’S OXFORDS & SLIP-ONS 
WZS477 - Workzone Oxford - Black 

Men’s E 4-11,12,13,14 



Smooth Leather Upper, Removable Footbed 
Moisture Absorbent Lining. PU/TPU Lightweight Dual 
Density Sole, Safety Toe 




MEN’S OXFORD’S & SLIP ONS 
K30400 - HYTEST SLIP ON - Black 


MEN’S - Med 4-12,13, 14 / MEN’S - Wide 7-12, 13, 14 
Bombey full grain leather upper, Removable C-2 
polyurethane footbed with comfort pads in the heel, 
Lightweight Elon cushioned midsole, Oil and 
slip resistant rubber outsole 







www.safeshoes.com 


MEN’S OXFORDS & SLIP-ONS 
K10321 - HYTEST OPANKA OXFORD 

Brown 

Men’s - Med 4-12, 13,14, Men’s - Wide 5-12, 13, 14 





Oil and Slip Slip Resistant & Pollyurethane Out Sole 
Full Grain Leather, Mesh Lining 
EVA Footbed with Arch Support 
Opanka Construction 



1-888-933-5540 | sales@safeshoes.com 
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Men’s Oxford’s & Slip-Ons 

































































































MEN’S SAFETY SHOE FOOTWEAR 

Athletics 

www.safeshoes.com toll free (888) 933-5540 


MEN’S ATHLETICS 
RB1940 -REEBOK EURO 
ATHLETIC - Brown 


Reebok 


Men’s Med 6-12, 13,14 
Men’s Wide 6-12, 13 

Waxy Nicebuc Leather, Moisture Wicking Mesh Lining, 
Removable EVA Cushion Insert, Rubber Outsole, 100% 
Non Metallic, Extreme Flexibility, Strobel Construction 



MEN’S ATHLETICS 

RB4805 - REEBOK ATHLETIC „ 

Grey and Navy ReebOk 

Men’s Med 6-11, 12, 13, 14 
Men’s Wide 6-11,12, 13,14 


Leather and Mesh, Removable EVA Cushion Insert 
EVA Midsole, Rubber Outsole 
No Exposed Metal on Upper 


ST 


SD 


MEN’S ATHLETICS 

K11281 - HYTEST ATHLETIC - Brown _ 

HYTEST 

{ KAPBTV PDCT-LVZrifl 

MEN’S-Med 4-12,13,14 
MEN’S-Wide 7-12, 13, 14 

Frontier leather upper, Removable Pesu III EVA 
footbed with comfort pads in the heel and ball 
Lightweight EVA cushioned midsole 
Oil and slip resistant rubber outsole 



14 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 






















































MEN’S ATHLETICS 
RB4490 - REEBOK ATHLETIC 

Black 


Reebok 



Men’s Med 6-12,13,14,15 
Men’s Wide 6-12,13,14 

Leather Upper, Nylon Mesh Lining, Sueded Inside Heel 
Counter, 100% Non Metallic, Removable Polyurethane 
Cushion Insert, Shock Eliminator Heel Cushion, EVA 
Cushion Midsole, Wrap Around Shank Stabilizer 


SR 


CT 


SD 


SEC 



MEN’S ATHLETICS 

RBI825 - REEBOK ATHLETIC 

Blue/Grey 

MEN’S-Med 7-12,13 & 14 
MEN’S-Wide 7-12 & 13 


Reebok 


Athletic cross trainer. New reflective technology 
Nylon mesh lining, Removal EVA cushion insert with 
sponge rubber heel wedge, Dual density, rubber 
bottom, and EVA Midsole 


ST 


EH 


SR 



MEN’S ATHLETICS 

NA1317 - NAUTILUS ATHLETIC 

Black & Silver & Red 


Men’s Med 7-12,13,14,15 

Men’s Wide 7-12,13,14,15 / XXW 8-12,13,14,15 


Nylon and Leather Upper 
Removable Anti-Fatigue Polyurethane Insole 
Slip & Oil Resistant Stabilizer Outsole 
No Exposed Metal, Safety Toe 


SR 


SD 


ST 


i 


Nautilus * 



MEN’S ATHLETICS 

NA1320 - NAUTILUS ATHLETIC 

Grey & Black 

Men’s Med 7-12,13,14,15 / Wide 7-12,13,14,15,16,17 
Men’s XXW 8-12,13,14,15,16,17 


Nylon and Leather Upper, Removable Anti-Fatigue 
Polyurethane Insole, Slip & Oil Resistant Stabilizer 
Outsole, No Exposed Metal, Safety Toe 


SD 


SR 


ST 


www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 


Nautilus 
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Men’s Athletics 















































































Men’s Athletics 



MEN’S ATHLETICS 
K11100 - HYTEST ATHLETIC 

Black and Grey 



Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


Nubuck and Mesh Upper 
Removable Cushion Insole 
Rubber/EVA Outsole 





MEN’S ATHLETICS 
K11101 - HYTEST ATHLETIC 

Black, Grey, & Blue 

Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 





Nubuck and Mesh Upper 
Removable Cushion Insole 
Rubber/EVA Outsole 




MEN’S ATHLETICS 

K11160 - HYTEST ATHLETIC - Black 

Men’s Med 4-12,13,14 
Men’s Wide 4-12,13,14 

Action Leather Upper, Fully Lined w/ Padded 
Tongue and Collar, Removable Cushioned Insole 
Strobe Construction, Lightweight EVA and 
Rubber Outsole 

SR 


EH 


ST 




MEN’S ATHLETICS 
K11284 - HYTEST ATHLETIC 

Dark Grey 

MEN’S-Med 4-12,13,14 
MEN’S-Wide 7-12, 13, 14 



Frontier leather upper 

Removable Pesu III EVA footbed with comfort pads 
in the heel and ball, Lightweight EVA cushioned 
midsole, Oil and slip resistant 
rubber outsole 
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MEN’S ATHLETICS 

NA1333 - NAUTILUS ATHLETIC 

Black & Grey 

Men’s - Med 7-12, 13,14, 15,16, 17 
Men’s - Wide 7-12, 13, 14, 15, 16, 17 


Nautilus 

M«nyf«jhnu 

ShMflhi 1 


Leather Upper w/Mesh Detail 
Removable Anti Fatigue PU Insole 
Slip & Oil Resistant Stabilizer outsole 
No exposed Metal to Meet 
Scratch Resistant workplace 
Requirement. 




MEN’S ATHLETICS 

K11013 - HYTEST SNEAKERS 

Charcoal 



IAPITV PDDFbVBriA 


MEN’S - Med 7-12, 13, 14 / MEN’S - Wide 7-12,13, 14 


Buckaroo leather upper with high abrasion toe and heel 
Moisture wicking mesh sock liner, Open-cell foam footbed 
for added comfort, Lightweight EVA cushioned midsole & 
heel wedge for extra cushion, Slip-Tec oil & resistant non¬ 
marking rubber outsole 


SR 


m 



MEN’S ATHLETICS 

RBI630 - REEBOK ATHLETIC 

Pewter w/Orange Trim 

Men’s - Med 7-12, 13, 14 
Men’s-Wide 7-12, 13 

Leather and Mesh upper w/Nylon Mesh Lining 

Removable EVA cushion insert 

EVA cushion Midsole & Rubber bottom 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 


Reebok 



Men’s Athletics 



























MEN’S SAFETY SHOE FOOTWEAR 

Hikers 

www.safeshoes.com toll free (888) 933-5540 


MEN’S HIKERS 

K11350 - HYTEST LOW CUT 

TREKKER - Black 





Men’s Med 5-12,13,14 
Men’s Wide 5-12,13,14 

Cow Suede Leather Upper 

Mesh Lining w/ EVA Footbed & EVA Cushion Midsole 
Cement Construction 
Rubber Oil Resistant Outsole 




MEN’S HIKERS 

K13001 - HYTEST STEEL TOE HIKER 

Brown Buffalo Nubuck 



lAflTr 


MEN’S - Med 7-12, 13, 14 / MEN’S - Wide 7-12, 13, 14 


Full grain leather or buffalo nubuck upper 
Removable Pesu III EVA footbed 
Lightweight Elon cushioned midsole 
Oil and slip resistant rubber outsole 



MEN’S HIKERS 

NA1392 - NAUTILUS LOW CUT 
TREKKER - Brown 

Men’s Med 7-12,13,14,15 / Wide 7-12,13,14,15,16,17 
Men’s XXW 8-12,13,14,15,16,17 


Nautilus * 

!Mnf* tWT"n*ri 


Full-Grain Nubuc Leather Upper, Removable 
Polyurethane Insole, EVA Midsole, Safety Toe 
No Exposed Metal 



18 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 
























































MEN’S HIKERS 

KN1006978 - KEEN ATLANTA COOL 

Brown 

MEN’S-D7-12, 13, 14, 15 
MEN’S-EE 7-12,13,14,15 



Removable metatomical dual-density EVAfootbed 
Dual-density compression molded EVA Midsole 
Reflective webbing for additional safety 
Oil and Slip Resistant non marking 
rubber outsole, Left and Right 
Asymmetrical Steel Toes 


ST 


EH 



MEN’S HIKERS 

KN1006977 - KEEN ATLANTA COOL 

Black 



MEN’S-D7-12, 13, 14, 15 
MEN’S-EE 7-12,13,14,15 


Removable metatomical dual-density EVA footbed 
Dual-density compression molded EVA Midsole 
Reflective webbing for additional safety 
Oil and Slip Resistant non marking 
rubber outsole, Left and Right 
Asymmetrical Steel Toes 


ST 


EH 



MEN’S HIKERS 

TL61009 - TIMBERLAND PRO LOW 
CUT TREKKER - Grey & Sapphire 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Leather w/ Mesh Upper, Antimicrobial Lining 
Compression-Molded EVA Midsole, Nylon Shank 
Polyurethane Footbed 




MEN’S HIKERS 

K66025 - HYTEST FOOTHOLDS SR 
HIKER- Black 

Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 

Leather Upper 

Slip Resistant Goodyear Rubber Outsole 
Removable Cushion Insole 


HVTEST 

FOOTHOLDS 


| 1-888-933-5540 



sales@safeshoes.com 



www.safeshoes.com 
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Men’s Hikers 


























































Men’s Hikers 


Reebok 



MEN’S HIKERS 

RB4444 - REEBOK WATERPROOF 
HIKER - Brown 

Men’s Med 6-12,13,14,15 

Men’s Wide 6-12,13,14 / EW 8-12,13 

Water Resisting Leather, Heel Airbag, Waterproof 
Membrane Lining, Removable EVA Cushion Insert 
EVA Cushion Midsole, Wrap Around Shank 
Stabilizer, 100% Non Metallic 




MEN’S HIKERS 

RB4555 - REEBOK WATERPROOF 
HIKER - Black 


Reebok 


Men’s Med 6-12, 13,14,15 

Men’s Wide 6-12, 13, 14 / EW 8-12,13 

Water Resisting Leather, Waterproof Membrane 
Lining, Removable EVA Cushion Insert, EVA Cushion 
Midsole, Wrap Around Shank Stabilizer, Heel Airbag, 
100% Non Metallic 




MEN’S HIKERS 

RB4488 - REEBOK HIKER - Brown 

Men’s Med 6-12,13,14,15,16 
Men’s Wide 6-12,13,14,15 


Reebok 


Leather Upper, Heel Airbag 
Removable Polyurethane Cushion Insert 
Shock Eliminator Heel Cushion 
EVA Cushion Midsole, 100% Non Metallic 
Wrap Around Shank Stabilizer 




MEN’S HIKERS 

RB4666 - REEBOK WATERPROOF 
HIKER - Dark Brown 


Reebok 


Men’s Med 6-12,13,14,15 
Men’s Wide 6-12,13, 14 

Water Resisting Crazy Horse Leather, Waterproof 
Membrane Lining, Removable EVA Cushion Insert 
EVA Cushion Midsole, Wrap Around Shank Stabilizer 
Heel Airbag, 100% Non Metallic 















































































MEN’S HIKERS 

K13021 HYTEST MOCTOE HIKER 

Crazy Horse Brown 

Men’s - Med 7-12, 13,14 / Men’s - Wide 7-12,13, 14 



Full Grain Leather Upper, Removable Pesu 
Elor Cushion Midsole, Rubber 
outsole, Oil and slip resistant 


EVA 




MEN’S HIKERS 

TL81016 -TIMBERLAND PRO LOW 
CUT TREKKER - Tan & Black 

Men’s Med 7-12,13,14,15 / Men’s Wide 7-12,13,14,15 

Nubuck Leather w/ Fabric Upper, Compression-Molded EVA 
Midsole, Conductive Rubber & 

Polyurethane Midsole Inserts, 

Nylon Shank, Safety Toe 




MEN’S HIKERS _ 

IA5200 - IRON AGE STEEL TOE HIKER I RON AG E 

Brown 

MEN’S - Med 7-12,13 & 14 / MEN’S - Wide 7-12 & 13 


Electrical Hazard Steel Toe Hiker, Nylon mesh lining, Removal EVA 
cushion insert with sponge rubber heel wedge, Dual density, rubber 
bottom, and EVA Midsole 




MEN’S HIKERS 

TL86515 - TIMBERLAND PRO HIKER 

Black & Brown 


Timberland <3; 


Men’s Med 7-12,13,14,15 / Men’s Wide 7-12,13,14,15 


Waterproof Leather w/ Fabric Upper, Compression-Molded 
EVA Midsole, Nylon Shank, Antimicrobial Mesh Lining, 
Polyurethane Footbed, 

Safety Toe 


ST 


SR 


WP 


EH 



MEN’S HIKERS 

P89961 - CATERPILLAR HIKER - Black 

Men’s Med 7-12,13 / Men’s Wide 7-12,13 

Caterpillar Nitrogen, Full Grain 
Leather Upper, Nylon Mesh 
Lining, Polyurethane Molded 
Midsole, PVC Outsole 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 



Men’s Hikers 



































































































MEN’S SAFETY SHOE FOOTWEAR - 

6 inch 

www.safeshoes.com toll free (888) 933-5540 



11 - LAYER COMFORT SYSTEM 


o 

0 

0 


Moisture Wicking Sock 
Open Cell Foam 
PU Footbed 



UlllM'l 

BBEEBBI 


poron 


performance 

cu$hioning 


G 

© 

© 

0 

O 

© 

<E> 

<D 


PORON® 

Insole 

HYTEST® Green PVC 

Polyurethane Max. Flexibility 

Polyurethane Max. Cushion 

Rubber Outsole 

Storm Welt 

Steel Safety Toe and 
Composite Safety Toe 
Styles Available 


FootRests® are one of the 
first true ergonomically 
designed safety comfort 
shoes built for workers in 
an industrial environment. 
FootRests have been 
awarded the American 
Podiatric Medical 
Association’s (APMA) 

Seal of Acceptance. 

The Seal of Acceptance 
means that FootRests are 
recognized as providing all 
day comfort and promote 
good foot health for the 
wearer. 
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MEN’S 6” 

K12271 - HYTEST WATERPROOF STEEL 

TOE 6” - Brown 



MEN’S-Med 4-12,13,14,15 
MEN’S - Wide 7-12, 13, 14, 15 


Premium waterproof action leather upper, Breathable 
comfort mesh lining, Removable Pesu III EVAfootbed 
Apex oil and slip resistant 
rubber outsole with EVA 
comfort outsole 




MEN’S 6” 

K08971 - HYTEST FOOTRESTS 

PREMIUM BOOT- Brown footrests 

Men’s C 8-12,13,14, D 6-12,13,14,15,16 
Men’s E 6-12,13,14,15, EEE 6-12,13,14,15 


Water and Chemical Resistant Full Grain Leather 
Lined Vamp, 90 Degree Heel Unit 
Dual Density Polyurethane Outsole 
Welt Construction 


ST 


SR 


EH 



MEN’S 6” 

K08972 - HYTEST FOOTRESTS 

PREMIUM BOOT - Black footrests 

Men’s A 9-12,13 / B 7-12,13,14,15 

Men’s C 7-12,13,14,15 / D 4-12,13,14,15,16,17,18 

Men’s E 6-12,13,14,15,16,17,18 / EEE 5-12,13,14,15,16,17,18 

Water and Chemical Resistant Full Grain Leather 
Dual Density Polyurethane Outsole, Lined Vamp 




MEN’S 6” 

K13811 - HYTEST FOOTRESTS 6” 

Brown footrests 

MEN’S-Med 7-12,13,14,15 
MEN’S - Wide 7-12, 13, 14, 15 

Premium waterproof action leather upper 
Breathable comfort mesh lining 
Removable Pesu III EVAfootbed 

Apex oil and slip resistant rubber outsole with EVA comfort outsole 




Men’s 6 inch 












































































Men’s 6 inch 



MENS 6” 

K13150 - HYTEST OPANKA BOOT 

Black 

Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain Leather Upper, Fully Cushioned, 
Lined Insole w/ Arch Support, Flexible Opanka 
Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole, 

Extra Wide Toe Box 






MENS 6” 

K13151 - HYTEST OPANKA BOOT 

Brown 

Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 


Full Grain Leather Upper, Fully Cushioned, Lined Insole w/ 
Arch Support, Flexible Opanka Construction, Oil and Slip 
Resistant Rubber/Polyurethane Outsole, Extra Wide Toe Box 


CM3TWWAP 


ST 


SR 


EH 


MENS 6” 

K13610 - HYTEST WATERPROOF 
SHOE - Black 

Men’s Med 4-12,13,14 
Men’s Wide 4-12,13,14 

Full Grain Leather Upper, EVA/Nexus Rubber, CK Mesh 
Lining w/ Waterproof PU Membrane, Full Padded Tongue 
and Collar, Removable EVA Cushion Footbed, Outsole, 
Strobel w/ Waterproof Bootie Construction 





EH 


MENS 6” 

K13262 - HYTEST DUAL DENSITY 
































































































MENS 6” 

K13160-HYTEST- Black 

Men’s Med 4-12,13,14,15,16 
Men’s Wide 7-12, 13,14,15,16 



M^iTV *aarvif*Aa 


Oiled Full Grain Leather Upper 

Full Padded Tongue and Collar 

Brushed Tricot Lining, Oil and Slip Resistant Outsole 

Removable EVA Cushion Footbed 

Cement Construction, Puncture Resistant Insole 




MEN’S 6” 

K12191 - HYTEST WATERPROOF BOOT 

Dark Brown 





Men’s Med 3-12,13,14 
Men’s Wide 3-12,13,14 

Full Grain Waterproof Leather Upper, Bootie w/ CK Mesh 
Lining, Full Padded Tongue and Collar, Removable EVA Full 
Cushion Insert, Lightweight Rubber Outsole w/ PU Midsole 
Strobe Construction, Oil & Slip Resistant Outsole 





MEN’S 6” 

K12170 - HYTEST WATERPROOF 
BOOT - Black 


Men’s Med 3-12,13,14 
Men’s Wide 3-12,13,14 





Full Grain Waterproof Leather Upper Bootie w/ CK Mesh 
Lining, Strobe Construction, Full Padded Tongue and Collar 
Removable EVA Full Cushion Insert, Lightweight Rubber 
Outsole w/ PU Midsole, Oil & Slip Resistant Outsole 


SEC 


CT 


WP 


SR 


EH 



MEN’S 6” uimU crime 

WO2053 - WOLVERINE DURASHOCKS 2S L !E52S 
BOOT - Brown amt*! jKnaiatr 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Wolverine Performance Leather Upper, Direct Attach Construction, 
Unlined with Removable Dual-Density Footbed, Polyurethane 
Midsoles and Outsole, Slip and Oil-Resistant Outsole 




Men’s 6 inch 

















































































MEN’S 6” 

W04349 - WOLVERINE CHUKKA 

Brown 


WOLVERINES 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 


Nubuck Leather Upper, PK Mesh Lining 
Removable Full Cushion Footbed 
Compression Molded EVA Midsole 
Cement Construction, Safety Toe 


SR EH 


MEN’S 6” 

WO4405 - WOLVERINE WATERPROOF 
BOOT - Brown 


WOLVERINES 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 


Full Grain Leather Upper, Nylon Mesh Lining 
Cushion Footbed with Antimicrobial Sock Liner 
EVA Midsole/Rubber Outsole 



MEN’S 6” 

WO4820 - WOLVERINE MULTISHOX 
WATERPROOF BOOT - Dark Brown 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13 


WOLVERINE 

HLTDSIHIIilX 

v M .. 


Waterproof Full-Grain Leather Upper 
Wave Mesh Lining 
Lightweight PU Midsole 
Safety Toe 


WP 


SR 


EH 
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MEN’S 6” 

CMW6250 - CARHARTT SAFETY TOE 
6” BOOT - Fudge Oil Tanned 

MEN’S-Med 8-14 
MEN’S-Wide 8-14 

6” Brown oil tanned leather 

Direct attached welt construction with dual density 
PU outsole 

Waterproof membrane 
Oil, Chemical and slip resistant 

WP 


canhanttS. 



MEN’S 6” 

AV7258 - AVENGER PUNCTURE 
RESISTANT STEEL TOE 6” - Brown 

MEN’S-Med 7-12,13,14 
MEN’S-Wide 7-12,13,14 



AVENGER S 

SfcFET¥ FQOTMFAH 


Full Grain Crazy Horse Leather Upper, Removable perspiration 
absorbing dual density PU sole, Rubber slip and oil resistant 
high abrasion & metal chip resistant outsole 
Puncture resistant plate for 
puncture protection 
Waterproof bladder 
system 


ST 


WP 


EH 


PR 



MEN’S 6” 

IA0100 - IRON AGE BOOT - Brown 

Men’s-Med 6-12,13,14 
Men’s-Wide 6-12, 13 

Leather upper. Removable EVA cushions 
insert with Sponge Heel Wedge 
Moisture wicking Nylon Mesh Lining 
Direct attached PU Midsole, TPU bottom 



IRo 


EH 



MEN’S 6” 

IA5150 - IRON AGE BOOT - Black 

Men’s Med 6-11, 12, 13, 14 
Men’s Wide 6-11, 12,13 


Full Grain and Action Leather 
Removable EVA Cushion Insert 
EVA Cushion Midsole 
Rubber Outsole 
No Metal on Upper 



IRON 



www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 


Men’s 6 inch 






















































Men’s 6 inch 


carhartttt 



MEN’S 6” 

CMW6366 - CARHARTT WORK - 
FLEX BOOT 6” - Brown Oil Tanned 

MEN’S-Med 8-12,13,14,15 
MEN’S - Wide 8-12, 13, 14,15 

6” Brown oil tanned leather, Direct attached welt 
construction with dual density PU outsole 
Waterproof membrane, Oil, Chemical and slip 
resistant 




MEN’S 6” 

RB8674 - REEBOK ZIPPER BOOT 

Black 


Reebok 


Men’s Med 6-12, 13,14 
Men’s Wide 6-12, 13 


Smooth Leather and Cordura, Removable 
Polyurethane Cushion Insert, TPU Heel Stabilizer 
w/ Heel Cushion, Dual Density Rubber Outsole, EVA 
Cushion Midsole, 100% Non Metallic, Side Zipper 



SEC 


EH 



MEN’S 6” 

RB8694 - REEBOK ZIPPER BOOT 

Desert Tan 


Reebok 


Men’s Med 6-12, 13,14 
Men’s Wide 6-12, 13 


Smooth Leather and Cordura, Removable Polyurethane 
Cushion Insert, TPU Heel Stabilizer w/ Heel Cushion, 
Dual Density Rubber Outsole, EVA Cushion Midsole, 
100% Non Metallic, Side Zipper 


CT 



EH 

! ! H 



MEN’S 6” 

RB6750 - REEBOK BOOT - Black _ 

Reebok 

Men’s Med 6-11,12,13,14,15,16,17,18 

Men’s Wide 6-11,12,13,14,15,16,17 / EW 8-12, 13 


Leather Upper 

Removable EVA Cushion Insert 
Rubber Outsole w/ 90 Degree Heel 
EVA Cushion Midsole, Heel Airbag 
100% Non Metallic 
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Reebok 



MEN’S 6” 

RB7755 - REEBOK BOOT 

Dark Brown 

Men’s Med 6-11,12,13,14,15,16,17,18 
Men’s Wide 6-11,12,13,14,15,16,17 

Full Grain Leather, Removable EVA Cushion Insert 
Rubber Outsole w/ 90 Degree Heel, EVA Cushion 
Midsole, Heel Airbag, 100% Non Metallic 




MEN’S 6” 

TL26038 - TIMBERLAND PRO 
WATERPROOF BOOT - Black 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Full Grain Leather, Waterproof Seam-Sealed 
Direct-lnject Construction, 400g Insulation and 
Antimicrobial Lining, Blown-Thermal Plastic Midsole 
Polyurethane Footbed 




MEN’S 6” 

TL26063 - TIMBERLAND PRO TITAN 

Brown Timberland 

Men’s Med 7-12,13,14,15,16,17 
Men’s Wide 7-12,13,14,15,16,17 
Men’s XW 7-12,13,14,15 

Full Grain Leather, Moisture Channeling 
Antimicrobial Mesh Lining, Polyurethane Midsole 
Safety Toe w/ Roomy Fit 




MENS 6” 

TL86518-TIMBERLAND PRO HELIX T A 

Brown Timberiand 9 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 


Rugged Full-Grain Leather, Cement Construction 
Antimicrobial Mesh Lining, Nylon Shank, Safety Toe 
Molded EVA Midsole 




www.safeshoes.com 
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Men’s 6 inch 










































































Men’s 6 inch 


TimberlaniJ 



MEN’S 6” 

TL26078 - TIMBERLAND PRO TITAN 
WATERPROOF - Dark Brown 

Men’s Med 7-12,13,14,15 

Men’s Wide 7-12,13,14,15 / XW 7-12,13,14,15 

Waterproof Full Grain Leather 
Moisture Channeling Antimicrobial Mesh Lining 
Polyurethane Midsole 
Safety Toe w/ Roomy Fit 




MEN’S 6” 

TL47001 - TIMBERLAND PRO WA¬ 
TERPROOF POWER WELT - Brown TimbcHaid ©' 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Oiled & Waterproof Full Grain Leather 
Goodyear Welt Construction, Steel Shank 
Polyurethane Footbed 




MEN’S 6” 

TL65016 - TIMBERLAND PRO 
WATERPROOF BOOT - Wheat 


Timberbnd 


Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Nubuck Leather, Waterproof Seam-Sealed Direct-lnject 
Construction, 400g Insulation and Antimicrobial Lining, 
Blown-Thermal Plastic Midsole, Polyurethane Footbed 


ST 


INS 


WP 


SR 


EH 



MENS 6” 

E02264 - BATES ZIPPER BOOT - Black 

Men’s Med 4-12,13,14,15 
Men’s EW 7-12,13,14 




Full Grain Leather and Ballistic Nylon 
Breathable Mesh Lining 
Full Cushioned Removable Insole 
Oil and Slip Resistant Rubber Outsole 
Inside Zipper 


CT 


SEC 


SR 


EH 
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MENS 6” 

GA6374 - GEORGIA BOOT - Brown 

Men’s Med 7-12,13,14,15,16,17 
Men’s Wide 7-12,13,14,15 

Full Grain Leather Upper 
Goodyear Welt Construction 
Steel Shank, EVA Midsole 
Polyurethane Outsole 
Safety Toe 



ST 


EH 



MEN’S 6” 

K13091 - HYTEST WATERPROOF 
STEEL TOE 6” - Gold Nubuck 


MEN’S-Med 7-12,13,14 
MEN’S-Wide 7-12,13,14 



Waterproof Nubuck leather upper 
Waterproof membrane for dry feet and breathability 
Pesu III contoured EVA removable footbed 
Apex oil and slip resistant 
rubber outsole. 




MENS 6” 

SF1013 - SAFA 6” BOOT - Brown 


Men’s Med 7-12,13,14 
Men’s Wide 7-12,13 


Full Grain Tumbled Leather 
Cushion Removable Footbed 
TPU/PU Lightweight Dual-Density Sole 
Slip and Oil-Resistant Sole 


EH 


ST 



www.safeshoes.com 


MEN’S 6” 

WZS654-BL - WORKZONE WATER¬ 
PROOF BOOT - Black 

Men’s E 5-11,12,13 



Oil Full Grain Leather Upper 
Insulated, Quarter Lining 
Texon Midsole w/ Steel Shank 
Safety Toe 




Men’s 6 inch 























































Men’s 6 inch 



MEN’S 6” 

WZC690-BL - WORKZONE COMP TOE 
BOOT - Black 

Men’s E 5-11,12,13,14 



Oil Full-Grain Leather 
Removable Footbed 
Moisture Absorbent Lining 
PU/TPU Lightweight Dual Density Sole 
100% Non Metallic 




MEN’S 6” 

WZS651-BR - WORKZONE 
WATERPROOF INSULATED BOOT 

Brown 


Men’s E 5-11,12,13,14 



Oil Full-Grain Tumbled Leather, 200 Gram Insulation & 
Waterproof Membrane, Moisture Absorbent Lining 
PU Lightweight Dual Density Sole, Safety Toe 




MEN’S 6” 

WZS677 - WORKZONE BOOT - Black 

Men’s E 4-11,12,13,14 
Full Grain Cordura Leather 

Moisture Absorbent Lining w/ Removable Footbed 
PU/TPU Lightweight Dual Density Sole 
Slip & Oil Resistant Sole 
Safety Toe 



ST 


SR 



MEN’S 6” 

WZS690-BL - WORKZONE BOOT 

Black 

Men’s E 4-11,12,13,14 



Oil Full-Grain Leather 
Removable Footbed 
Moisture Absorbent Lining 
PU/TPU Lightweight Dual Density Sole 
Safety Toe 

















































MEN’S 6” 

WZS690-BR - WORKZONE BOOT 

Brown 

Men’s E 6-11,12,13,14 

Oil Full-Grain Leather 
Removable Footbed 
Moisture Absorbent Lining 
PU/TPU Lightweight Dual Density Sole 
Safety Toe 




Men’s Med 8-12,13,14,15,16 
Men’s Wide 8-12,13,14,15 


Leather Upper, Polyurethane Cushion Footbed 
TPU Techno Stability Shank Plate, Rocky Waterproof 
Membrane Bootie, Wide Safety Toe Box 
Wide Toe Box 


SR ST WP EH 




MENS 6” 

R06696 - ROCKY IRON CLAD 
WATERPROOF BOOT - Brown 

Men’s Med 8-12,13,14 
Men’s Wide 8-12,13,14 

Waterproof Membrane & Leather Upper 
Shock Absorbing, Flexible EVA Midsole 
Seven Layer Ironclad Outsole, Safety Toe 


ROCKY/' 

Hwm.-. 1-^fi Hi h IK LW 


M WP 


SR 


EH 



MENS 6” 

IA9650 - IRON AGE WATERPROOF 
“DUCK SHOE” - Black & Brown 

Men’s Wide 6-11,12,13,14,15 
Men’s EW 6-11,12,13,14 

Rubber Bottom & Leather Shaft Upper 
Removable EVA Cushion Insert 
Waterproof Membrane 
Safety Toe 




www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 
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Men’s 6 inch 













































































MEN’S SAFETY SHOE FOOTWEAR ■ 

8 inch & Wellington 

www.safeshoes.com toll free (888) 933-5540 


MENS 8” /WELLINGTON 
K15262 - HYTEST 8” BOOT - Tan 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13,14 

Full Grain Leather, Lined Vamp 
Removable Cushioned Insole 

Lightweight Dual-Density Rubber/Polyurethane Outsole 
Goodyear Welt Construction 
Ranger Last 




M^irv PMmMiM 



MENS 8” /WELLINGTON 

K15440 - HYTEST WATERPROOF 

BOOT - Black NYTmST 

b i.Ari r r 

Men’s Med 3-12,13,14,15 
Men’s EW 7-12,13,14,15 

Oiled Full Grain Waterproof Leather Upper 
Wave Mesh Lining, Removable EVA Full Cushion 
Footbed, W-34 Nexis Outsole, Cement Construction 
470 Wellington Last 



MEN’S 8” /WELLINGTON 
E02263 - 

Men’s Med 5-.*., 

Men’s EW 7-12,13,14 

Full Grain Leather and Ballistic Nylon 
Breathable Mesh Lining, Full Cushioned Removable 
Insole, Oil and Slip Resistant Rubber Outsole 
Inside Zipper 


Bates Zipper Boot - Black 


n A'l AA AX 


VS“ 
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MEN’S 8” /WELLINGTON 
W04826 - WOLVERINE MULTISHOX 
WATERPROOF BOOT - Dark Brown 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Waterproof Full Grain Leather Upper, Wave Mesh 
Lining, Removable Full-Cushion Outsole 
Lightweight PU Midsole, Safety Toe 


WOLVERINE 

DnyuiiirfBM 




MEN’S 8” /WELLINGTON 

TL47019 - TIMBERLAND PRO TITAN 

WATERPROOF BOOT - Brown TimbcHand & 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Waterproof Full Grain Leather, Moisture Channeling 
Antimicrobial Mesh Lining, Polyurethane Midsole 
Safety Toe, Available in Extra Wide Widths 
Nylon Diffusion Shank 




MENS 8” /WELLINGTON 

TL89604 - TIMBERLAND RIGMASTER 

WATERPROOF BOOT - Wheat 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Waterproof Full-Grain Leather, Goodyear Welt 
Construction, Safety Toe, Antimicrobial Lining 
Anti-Fatigue Technology 




MEN’S 8” /WELLINGTON 
WZC877 - WORKZONE COMP TOE 
ZIPPER BOOT - Black 


Men’s E 7-11,12,13,14 


Full Grain Cordura Leather 

Moisture Absorbent Lining w/ Removable Footbed 

PU/TPU Lightweight Dual Density Sole 

Slip & Oil Resistant Sole, Composite Safety Toe 


CT 


SR 


EH 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 
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Men’s 8 inch & Wellington 



























































































Men’s 8 inch & Wellington 



MENS 8” /WELLINGTON 
GA8374 - GEORGIA BOOT - Brown 

Men’s Med 7-12,13,14,15,16,17 
Men’s Wide 7-12,13,14,15 



Full Grain Leather Upper 
Goodyear Welt Construction 
Steel Shank, EVA Midsole 
Polyurethane Outsole 
Safety Toe 


ST 


EH 



MENS 8” /WELLINGTON 

JB795 - Justin Lacer 8” Boot - Brown 

Men’s B 9-12, 13,14 / D 7-12,13,14,15 
Men’s EE 6-12,13 



Leather Upper 
Orthotic Insole 
Polyurethane Outsole 
Safety Toe 


ST 


SR 


USA 


EH 



MENS 8” /WELLINGTON 
R06693 - ROCKY WATERPROOF 
BOOT - Brown 


ROCKYA 

Hunt* iMI th h 1 1 v |u 


Men’s Med 8-12,13,14 
Men’s Wide 8-12,13,14 


Waterproof Leather Upper, Shock Absorbing, Flex 
ible EVA Midsole, Seven Layer Ironclad Outsole 
ROCKY Waterproof Membrane Bootie 
Safety Toe 


ST 


SR 


WP 


EH 




MENS 8” /WELLINGTON 

R06115 - ROCKY MOBILITE ,-^ 

WATERPROOF BOOT - Brown rocky*. 

MMh* tMh l V. 

Men’s Med 8-12,13,14,15,16 
Men’s Wide 8-12,13,14,15 


Leather Upper, Polyurethane Cushion Footbed 
TPU Techno Stability Shank Plate, ROCKY 
Waterproof Membrane Bootie, Extra Wide Safety 
Toe Box 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 





























































































MENS 8” /WELLINGTON 
WZS852-BR - WORKZONE 
WATERPROOF BOOT - Brown 


WOKK 



Men’s E 7-11,12,13,14 

Oil Full-Grain Tumbled Leather, 200 Gram Insulation 
Moisture Absorbent Lining, PU Lightweight Dual 
Density Sole, Safety Toe 


ST 


INS 


WP 


SR 


EH 




MENS 8” /WELLINGTON 
WZS854-BR - WORKZONE 
WATERPROOF BOOT - Brown 

Men’s E 7-11,12,13 

Oil Full-Grain Leather Upper 
Insulated, Moisture Absorbent Lining 
Texon Midsole w/ Steel Shank, Safety Toe 


ST 


WP 


SR 




MEN’S WELLINGTON 

CMP1270 - CARHARTT WELLINGTON 

Bison Oil Tan 

MEN’S-Med 8-12, 13,14 
MEN’S-Wide 8-12, 13,14 


Brown oil tanned leather with abrasion resistant Cordura & 
brown coated, Direct attached welt construction with dual 
density PU outsole, Waterproof 
membrane Oil, Chemical and 
slip resistant 


canhanTT i 


WP 


ST 


EH 



MENS 8” /WELLINGTON 
TG804-6191 - Thorogood Waterproof 
Zipper Boot - Black 

Men’s Med 4-12,13,14,15 

Men’s Wide 4-12,13,14,15 / XW 7-12,13 

Full Grain Leather Upper, Cement Construction 
Waterproof Two Zone Wicking Mesh Lining, Remov¬ 
able Polyurethane Insole, Zipper Boot Feature 
Composite Safety Toe, 100% Non Metallic 




1-888-933-5540 | sales@safeshoes.com 
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Men’s 8 inch & Wellington 























































































Men’s 8 inch & Wellington 



MEN’S 8” /WELLINGTON 

IA6900 - IRON AGE WATERPROOF 

INSULATED BOOT - Wheat IRO^gE 

Men’s Med 6-11, 12, 13, 14 
Men’s Wide 6.5-11, 12, 13 

Water Resisting Nubuc Leather, Waterproof Insulated 
Lining, Heel Airbag , Removable EVA Cushion Insert, 

Rubber Outsole w/ 90 Degree Heel 
EVA Cushion Midsole, 100% Non Metallic 



MEN’S 8” /WELLINGTON 
IA0180 - IRON AGE WATERPROOF 
BOOT - Brown 

Men’s-Med 6-12,13,14 
Men’s-Wide 6-12, 13 

Leather upper, Removable Cushion Insole 
Composite Toe Cap, WATERPROOF 
Permabond Non Marking Urethane Outsole 



MEN’S 8” /WELLINGTON 
RB8874 - REEBOK ZIPPER BOOT 

Black 


Men’s Med 6-12,13,14,15 
Men’s Wide 6-12,13,14,15 


Reebok 


Smooth Leather and Cordura, Removable Polyure¬ 
thane Cushion Insert, TPU Heel Stabilizer w/ Heel 
Cushion, Dual Density Rubber Outsole, EVA Cushion 
Midsole, 100% Non Metallic, Side Zipper 




MENS 8” /WELLINGTON 

FE860 - FLORSHEIM WATERPROOF 

BOOT - Brown 

Men’s D 6-12,13,14 
Men’s EEE 6-12,13 



Oiled Tumbled Full Grain Leather, Moisture Wicking 
Nylon Mesh Lining, Waterproof Membrane 
Removable EVA Cushion Insert 
Heavy Duty Rubber Outsole 


CT 


WP 


EH 
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MENS 8” /WELLINGTON 
JB4795 - Justin Wellington Boot 

Brown 

Men’s B 9-12, 13, Men’s D 7-12, 13, 14, 15 / EE 6-12,13 



Leather Upper 
Orthotic Insole 
Polyurethane Outsole 
Safety Toe 




MENS 8’ /WELLINGTON 

AR10002437 - Ariat Wellington Boot f£a 

Golden Brown If ariat 

Men’s D 7-12,13,14,15, Men’s EE 7-12,13,14 


Construction, Moisture-Wicking Lining, Safety Toe 
Full Grain Leather Upper, Goodyear Welt 


ST 


EH 





MENS 8” /WELLINGTON 

W04707 - WOLVERINE WELLINGTON 

Brown 

Men’s Med 7-12,13,14, Men’s EW 7-12,13 


WOLVERINES 


Removable Full Cushion Molded EVA Footbed 
Rubber Midsole, Goodyear Welt Construction 
Nubuck Leather Upper, Unlined 
Safety Toe 



MENS 8” /WELLINGTON 
GA4374 - GEORGIA WELLINGTON 
BOOT - Brown 

Men’s Med 7-12,13,14, Men’s Wide 7-12,13,14 



Full Grain Leather Upper, Goodyear Welt 
Construction, Steel Shank, EVA Midsole, 
Polyurethane Outsole, Safety Toe 



MEN’S 8” /WELLINGTON 
DM2295C2365 - DOC MARTENS 
WELLINGTON BOOT - Brown 

Men’s Med 4-14 Full Sizes Only 


Ur AitWiit ^ 

Martel 



Full Grain Leather Upper, Nylon Mesh Lining 



www.safeshoes.com 
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Men’s 8 inch & Wellington 












































































MEN’S SAFETY SHOE FOOTWEAR 

Metatarsal Guards 

www.safeshoes.com toll free (888) 933-5540 


MEN’S METS 

K10250 - HYTEST METATARSAL 
OXFORD - Black 





Men’s Med 3-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain Leather Upper, Soft Brushed Fabric Lining 
Full Padded Tongue and Collar, Lined Full Cushion 
Footbed w/Arch Support, Polyurethane & Rubber 
Outsole 



MEN’S METS 

K12100 - HYTEST METATARSAL 

HIKER - Black hvtest 


Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 

Full Grain Leather Upper, Fully Lined w/ Removable 
Cushion Insole, Cement Construction 
Oil and Slip Resistant Rubber Outsole 


mmm 




MEN’S METS 

TL40000 - TIMBERLAND 

METATARSAL BOOT - Black 


TimberlaniJ 


Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Leather Upper w/ Metatarsal Guard, Antimicrobial 
Fabric Lining, Goodyear Welt Construction 
Polyurethane Footbed, Steel Shank 
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MEN’S METS 

K12111 - HYTEST WATERPROOF 
METATARSAL BOOT - Brown 



Men’s Med 7-12,13,14 
Men’s Wide 7-12,13,14 

Oiled Full Grain Waterproof Leather Upper, K298-2 Mesh Lining 
w/ PU Bootie Membrane, Fully Padded Collar and Tongue, 
Removable EVA Cushion Footbed, EVA Cushion Midsole, 
Cement Construction, Oil and Slip Resistant Outsole 




MEN’S METS 

W04451 - WOLVERINE 6” 

METATARSAL - Brown WOUERINE^ 

Men’s-Med 7-12,13,14 
Men’s -XW 7-12, 13, 14, 15 

Leather Upper, Removable Full Cushion Foot bed 
Goodyear Welt Construction 
Rubber / Polyurethane SR Outsole 




MEN’S METS 

K12251 - HYTEST PORON 

XRD INTERNAL MET GUARD - Brown 


MEN’S - Med 4-12, 13, 14, 15 
MEN’S-Wide 7-12,13,14,15 



Waterproof tumbled full-grain leather upper, Removable 
Pesu III EVA footbed, EVA cushioned midsole 
Apex oil and slip resistant rubber outsole. 


SEC 


WP 

!"9 



EH 



www.safeshoes.com 


MEN’S METS 
TL53530 - TIMBERLAND 

WATERPROOF METATARSAL BOOT Timberiand e* 

Black 


Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 


Waterproof Leather Upper, Antimicrobial Lining, Goodyear 
Welt Construction, Metatarsal Guard, Steel Shank 



1-888-933-5540 | sales@safeshoes.com 



Men’s Metatarsal Guards 












































































































Men’s Metatarsal Guards 



MEN’S METS 

K13371 - HYTEST EXTERNAL 
METATARSAL BOOT - Brown 


Men’s Med 7-12,13,14,15 
Men’s EW 7-12,13,14,15 



Full Grain Leather Upper, PK Mesh Lining, Fully Padded 
Tongue and Collar, Removable EVA Cushion Footbed, 
Polyurethane and Rubber Outsole, Goodyear Welt 
Construction 


ST 



EH 



MEN’S METS 

K14270 - HYTEST 8” ZIPPER 
METATARSAL BOOT - Black 


Men’s Med 7-12,13,14,15 
Men’s EW 7-12,13,14,15 





Full Grain Leather, Fully Lined, Removable Cushioned 
Insole, Lightweight dual-density rubber/polyurethane 
outsole, Goodyear Welt Construction, Wide Toe Box w/ 
90 Degree Heel Unit 




MEN’S METS 

K15271 - HYTEST WELLINGTON 
METATARSAL BOOT - Brown 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13,14 



Full Grain Leather, Lined Vamp, Removable Cushioned 
Insole, Lightweight Dual-Density Rubber/Polyurethane 
Outsole, Goodyear Welt Construction, Nature Toe Last 




MEN’S METS 

K12101 - HYTEST METATARSAL 

HIKER - Brown HVtWST 

£ iAPiry PDcrwKrifli 

Men’s Med 4-12,13,14 
Men’s Wide 4-12,13,14 

Full Grain Leather Upper, Fully Lined w/ Removable 
Cushion Insole, Cement Construction 
Oil and Slip Resistant Rubber Outsole 
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HVTEST 

GUARDSMAN 


MEN’S METS 

K53055 - HYTEST GUARDSMAN 
METATARSAL - Black 

Men’s Med 6-12,13,14, Men’s Wide 7-12,13,14 


Action Leather, Fully Lined, Removable Full Cushion EVA Insole, 
Oil and Slip Resistant 
Rubber Outsole, Goodyear 
Welt Construction, Work Last 




MEN’S METS 

K13370 - HYTEST EXTERNAL 
METATARSAL BOOT - Black 

Men’s Med 7-12,13,14,15 Men’s EW 7-12,13,14,15 


Full Grain Leather Upper, PK Mesh Lining, Fully Padded Tongue 
and Collar, Removable EVA Cushion Footbed, Polyurethane 
and Rubber Outsole, 

Goodyear Welt 
Construction 


ST 


MET 


SR 


EH 



MEN’S METS 

K13270 - HYTEST 6” ZIPPER 
METATARSAL BOOT - Black 

Men’s Med 7-12,13,14,15 Men’s Wide 7-12,13,14,15 

Full Grain Leather, Dual Density Rubber/ 
Polyurethane Outsole, 

Side-Zip Entry, 

Extra Wide Toe Box 




EXTERNAL METATARSAL GUARDS 

This metatarsal is designed specifically with shapes to match left and right feet in order to provide a better fit and more comfort, all 
while efficiently covering the entire metatarsal area. The metguard is designed with a contoured shape to resist high impact. Thick 
ensolite foam backing absorbs and dissipates impact shock. The metguard retains its shape while resisting chemicals and high heat. 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 


O Abrasion Resistant Rubber 
SR Outsole 

0 Removable Footbed 

© Individual Right and Left 
Safety Toes and Guards 

O Leather Covered External 
Metatarsal Guard 


SAFETY FODTIVEAR 


Men’s Metatarsal Guards 






















































Men’s Metatarsal Guards 



MEN’S METS 

TL85516 - TIMBERLAND 

METATARSAL BOOT - Black 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Leather Upper, Goodyear Welt Construction 
Internal Metatarsal Guard, Antimicrobial Lining 
Steel Shank and Toe 


Timberland 





MEN’S METS 

IA0163 - IRON AGE 6” METATARSAL 

Brown 

Men’s-Med 6-12,13,14 
Men’s-Wide 6-12, 13 


IRON AGE 


Leather Upper, Removable EVA Cushion Insert with 
Rubber Heel Wedge 
Moisture Wicking Nylon Mesh 
Goodyear Welt Construction 
Rubber Outsole 


ST 


MET 


EH 



MEN’S METS 

IA3288 - IRON AGE HIKER 
METATARSAL BOOT - Black 


Men’s Med 6-12,13,14,15 
Men’s Wide 6-12, 13, 14, 15 


IRON AGE 


Tec Tuff Leather, Removable Polyurethane Cushion 
Insert, EVA Cushion Midsole, Rubber Outsole, Heel 
Airbag 



MET 




MEN’S METS 

IA4985 - IRON AGE METATARSAL 
BOOT - Black 

Men’s Med 6-11, 12, 13, 14, 15 
Men’s Wide 6-11, 12,13, 14 

Leather Upper, Removable EVA Cushion Insert 
Rubber Outsole 


IRON AGE 






































MEN’S METS 

RB6755 - REEBOK METATARSAL 
BOOT - Black 


Men’s Med 6-11,12, 13,14 
Men’s Wide 6-11,12,13 


Reebok 


Full Grain Leather Upper, Removable EVA Cushion 
Insole, Dual-Density EVA Midsole & Rubber Outsole 
100% Non-Metallic 




MEN’S METS 

WZM612 - WORKZONE METATARSAL 
BOOT - Black 

Men’s Med 6-11,12,13,14 
Men’s Wide 8-11,12,13 

Oil Full Grain Leather, Padded Metatarsal Guard 
Genuine Goodyear Storm Welt, Moisture Absorbent 
Lining, Oil Resistant Rubber Sole 





MEN’S METS 

IA0195 - IRON AGE WELLINGTON 
METATARSAL BOOT - Brown 

Men’s - Med 6-12, 13,14 
Men’s-Wide 6-12, 13 

Leather upper, Removable Cushion Insole 
Composite Toe Cap 

Permabond Non Marking Urethane Outsole 


IRON AGE 




www.safeshoes.com 


MEN’S METS 

K25026 - HYTEST FOOTRESTS 

METATARSAL WELLINGTON BOOT ^^ RmsTS 

Brown 

Men’s Med 7-12,13 
Men’s EW 7-12,13 

Full Grain Leather, 90 Degree Heel Unit, Internal Contour Met Guard 
w/ Cushion, Chemical, Heat, Oil and Slip Resistant Rubber Outsole, 
Welt Construction w/ High Heat Resistant Stitching, Nature Toe Last 


ST 


1-888-933-5540 | 



sales@safeshoes.com 




Men’s Metatarsal Guards 



















































































WOMEN’S SAFETY SHOE FOOTWEAR 



Oxfords & Slip-Ons 

www.safeshoes.com toll free (888) 933-5540 


WOMEN’S OXFORDS & SLIP-ONS 
AR10002367 - ARIAT SLIP-ON 

Golden Brown vARIAT 

Women’s B 5.5 -10,11 

Full Grain Leather Upper 
Cushioned Leather Footbed 
Safety Toe 

Oil & Slip Resisting Outsole 


ST 


SR 



WOMEN’S OXFORDS & SLIP-ONS 
K30221-W - HYTEST HUSH PUPPIES 
STEEL TOE OXFORD - Brown 

WOMEN’S - Med 6-12 / WOMEN’S - Wide 6-12 



Full grain leather upper, Mesh lining 
Removable C-2 polyurethane footbed with comfort 
pads in the heel, 

Rubber outsole 


ST 


SR 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
WZS477-W - Workzone Oxford 

Black 

Women’s E 6-13 



Smooth Leather Upper, Removable Footbed 
Moisture Absorbent Lining, PU/TPU Lightweight Dual 
Density Sole, Safety Toe 





WOMEN’S OXFORDS & SLIP-ONS 
NA1621 - NAUTILUS SLIP-ON 

Brown 

Women’s Med 5-10,11,12, Women’s Wide 5-10,11,12 


Nautilus 

IMWIHliM 


Water Resistant Full-Grain Leather Upper, 
Removable Polyurethane Insole, EVA Midsole 
Safety Toe, No Exposed Metal 
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WOMEN’S OXFORDS & SLIP-ONS 
K10321-W - HYTEST OPANKA 
OXFORD - Brown 


Women’s Med 4-12, 13, 14 
Women’s Wide 5-12,13 


Full Grain Leather Upper, Mesh Lining 
Cushion Flex EVAfootbed with arch support 
Oil and slip resistant rubber 
and polyurethane outsole 


CT 


SD 


SR 




WOMEN’S OXFORDS & SLIP-ONS 
K17140 - HYTEST OPANKA SLIP-ON 

Black 





Women’s Med 5-10,11 
Women’s Wide 5-10,11 


Full Grain and Performance Leather, Fully Cushioned, 
Lined Insole w/ Arch Support, Oil & Slip Resistant Rubber 
& Polyurethane Outsole, Flexible Opanka Construction, 
Capacious Last 


ST 


SR 

S 




WOMEN’S OXFORDS & SLIP-ONS 

K17141 - HYTEST OPANKA SLIP-ON 

Brown NVifcSI 

g tAPiTr paortvBrifl 

Women’s Med 5-10,11 
Women’s Wide 5-10,11 


Full Grain and Performance Leather, Fully 
Cushioned, Lined Insole w/Arch Support, Oil & Slip 
Resistant Rubber & Polyurethane Outsole, 

Flexible Opanka Construction, 

Capacious Last 




www.safeshoes.com 


WOMEN’S OXFORDS & SLIP-ONS 
K17150 - HYTEST OPANKA OXFORD 

Black 


Women’s Med 5-10,11 
Women’s Wide 5-10,11 





Full Grain and Performance Leather, Fully Cushioned, 
Lined Insole w/Arch Support, Oil & Slip Resistant Rubber 
& Polyurethane Outsole, Flexible Opanka Construction, 
Capacious Last 


ST 


SR 




EH 


1-888-933-5540 | sales@safeshoes.com 



Women’s Oxfords & Slip-Ons 


























































Women’s Oxfords & Slip-Ons 



WOMEN’S OXFORDS & SLIP-ONS 
K17151 -HYTEST OPANKA OXFORD 

Brown 

Women’s Med 5-10,11 
Women’s Wide 5-10,11 



KftPITV PQOrktfMfl 


Full Grain and Performance Leather, Fully Cushioned, 
Lined Insole w/ Arch Support, Oil & Slip Resistant Rubber 
& Polyurethane Outsole, Flexible Opanka Construction, 
Capacious Last 



WOMEN’S OXFORDS & SLIP-ONS 
K17170 - HYTEST SLIP-ON - Black 



Women’s Med 5-10,11 
Women’s Wide 5-10,11 

Full Grain Leather, Leather Lined, Full Cushioned 
Insole, Slip Resistant Rubber Outsole 
Cement Construction, Olivia Last 





ST 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
K17191 - HYTEST OPANKA SLIP-ON 

Brown 





Women’s Med 5-10,11 
Women’s Wide 5-10,11 


Full Grain Leather Upper, PU Lining w/ Pig Split 
Lined Full Cushion w/ Arch Support Footbed 
Rubber Outsole, Opanka Construction 


ST 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
K17210 - HYTEST OPANKA OXFORD 

Black 




Women’s Med 5-10,11 
Women’s Wide 5-10,11 

Full Grain Leather Upper, PU Lining w/ Pig Split 
Lined Full Cushion w/ Arch Support Footbed 
Rubber Outsole, Opanka Construction 
























































WOMEN’S OXFORDS & SLIP-ONS 
K17110 - HYTEST HUSH PUPPIES 

Black 



MJtMTY fDOrwi'^fl 



WOMEN’S - Med 5-10, 11 / WOMEN’S - Wide 5-10, 11 

Full grain leather upper, Pigskin lining, Fully padded stitched 
in pigskin/mesh footbed with arch support, 

Lightweight rubber outsole with 
polyurethane midsole, Opanka 
construction 


ST 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
K30400-W - HYTEST SLIP-ON 

Black 


MHTV 


Women’s Med 6-11 / Women’s Wide 5-10,11 


Full Grain Leather, Mesh Lining 
Elon cushioned midsole, Oil 
and Slip Resistant outsole 


CT 


SR 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
K17205 - HYTEST OXFORD 

Red 

Women’s Med 5-10,11 / Women’s Wide 5-10,11 



t Fp .... ii . .. u 


Full Grain Leather, Mesh Lining 
Elon cushioned midsole, Oil 
and Slip Resistant outsole 




WOMEN’S OXFORDS & SLIP-ONS 
RK676 - ROCKPORT BOAT SHOE 

Brown 

Women’s Med 6-11 / Women’s Wide 6-11 


(F)rockport 


Crazy Horse Leather Upper, Moisture Wicking Nylon 
Mesh Lining, Removable EVA Cushion Insert w/ Heel 
Stabilizer Cup, Rubber Boat 
Shoe Outsole w/ Cushion 
EVA Midsole 




www.safeshoes.com 


WOMEN OXFORD 

P90210 CATAPILLAR STEEL TOE 

OXFORD - DARK BEIGE 

WOMEN MED 5 -10, 11 / WOMEN WIDE 6 -10, 11 

Full grain leather, Nylon Mesh, Removal EVA 
Molded EVA, Strobel and cement construction 



EH 


ST 


SR 


1-888-933-5540 | sales@safeshoes.com 



Women’s Oxfords & Slip-Ons 


















































































Women’s Oxfords & Slip-Ons 



WOMEN’S OXFORDS & SLIP-ONS 
RK673 - ROCKPORT SLIP ON BOAT 
SHOE - Tan & Cream 


0ROCKPORT 


WOMEN’S - Med 6-11 
WOMEN’S-Wide 6-11 


Slip on Boat Shoe, Moisture wicking nylon mesh 
Removable EVA cushion insert with heel stabilizer 
cup, Rubber Boat Shoe Outsole with cushion EVA 
Midsole 


SD 


ST 




WOMEN’S OXFORDS AND SLIP-ONS 
K30432-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE 
OXFORD - Brown 


Women Med 6-12, 13, 14 /Wide 9-12, 13,14 


Swift full grain upper, High abrasion performance 
mesh lining, Removable C-2 polyurethane footbed. 
Elon cushioned midsole, Oil and slip resistant rubber 
outsole, Cement construction 


CT 


SD 


SR 



WOMEN’S OXFORDS AND SLIP-ONS 
K30422-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE 
OXFORD - Brown 



Women Med 6-12, 13,14 / Wide 9-12, 13,14 


Swift full grain upper, High abrasion performance 
mesh lining, Removable C-2 polyurethane footbed. 
Elon cushioned midsole, Oil and slip resistant rubber 
outsole, Cement construction 
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WOMEN’S OXFORDS AND SLIP-ONS 
K30420-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE 
OXFORD - Black 



Women Med 6-12, 13,14 / Wide 9-12, 13,14 


Swift full grain upper, High abrasion performance 
mesh lining, Removable C-2 polyurethane footbed. 
Elon cushioned midsole, Oil and slip resistant rubber 
outsole, Cement construction 


CT 


SD 




WOMEN’S OXFORDS AND SLIP-ONS 
K30401-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE SLIP 

ON - Brown 



Women Med 6-12, 13,14 / Wide 9-12, 13, 14 


Bombey full grain upper, High abrasion performance 
mesh lining, Removable C-2 polyurethane footbed. 
Elon cushioned midsole, Oil and slip resistant rubber 
outsole, Cement construction 




WOMEN’S OXFORDS AND SLIP-ONS 
K10821-W HYTEST CONDUCTIVE 
STEEL TOE WATER REPELLANT 
ATHLETIC OXFORD- Brown 

Women Med 6-12, 13, 14 / Wide 9-12,13, 14 

Waterproof tumbled full grain leather upper 
Comfort mesh lining., C-2 polyurethane footbed w/ 
conductive comfort pads on heel, Conductive rubber 
outsole with EVA midsole 
Cement bon welt construction 


CT 




WOMEN’S SLIP ON 

AR10002368 ARIAT STEEL TOE 

SLIP ON - Black 

Women Med 5.5-10,11 

Full grain leather 100% 

Duratread outsole 

Oil resisting, Slip Resisting Sole 


^ ARIAT 


www.safeshoes.com 


1 - 888 - 933-5540 



sales@safeshoes.com 



Women’s Oxfords & Slip-Ons 




































































Women’s Oxfords & Slip-Ons 


WOMEN’S SLIP ON 

TL87528 NEWBERRY ESD SLIP ON 

ALLOY SAFETY TOE - Black 



WOMEN MED 5.5 -10, 11 / WOMEN WIDE 5.5 -10, 11 

Premium full grain leather for comfort, Mesh lining. 
Padded top collar for comfort, Fiberglass shank 
for structural support, Single density polyurethane 
outsole. Oil and abrasion resistant, Cement 
construction for flexibility 


ST 


SR 


SD 



WOMEN’S TITAN OXFORD 
TL63189 TITAN OXFORD ELECTRICAL 
HAZARD SAFETY TOE - Brown 


WOMEN MED 5.5 -10, 11 / WOMEN WIDE 5.5 -10, 11 


Premium full grain leather for comfort and abrasion 
resistance, Mesh lining. Padded top collar for comfort, 
Molded polyurethane midsole for light weight cushioning, 
Timberland pro rubber outsole. Oil and slip resistant, 
Cement construction for flexibility 



WOMEN’S SLIP ON 

NA1631 NAUTILUS STEEL SAFETY TO 
SLIP ON - BLACK- Black 


Nautilus 

UPlTTFWi-ru 


WOMEN MED 5-10, 11, 12 
WOMEN WIDE 5-10, 11,12 


Full grain water resistant leather 
Removable Anti -Fatigue polyurethane insole 
EVA midsole for maximum comfort. 

Highly durable, slip and oil resistantstabilizer outside 


ST 


SR 



WOMEN’S OXFORD 

DM 13735201 -W DOC MARTENS 

STEEL TOE OXFORD - Gaucho 

WOMEN MED 6-12 

Industrial greasy volcano 

Water proof 

Oil and slip resistant 


Meri# 








































































WOMEN’S OXFORDS & SLIP-ONS 
RK670 - ROCKPORT BOAT SHOE 

Navy Blue & Tan 

WOMEN’S-Med 6-11 
WOMEN’S-Wide 6-11 

Navy Blue & Tan BOAT SHOE 
Rubber BOAT Outsole 
Cushion EVA Midsole 


0 ROCKPORT 


ST 


SR 


EH 



WOMEN’S OXFORDS & SLIP-ONS 
TL85599 - TIMBERLAND PRO 
SLIP-ON - Brown 


Timberland & 


Women’s Med 5.5-10,11 
Women’s Wide 5.5-10,11 


Full-Grain Polished Leather, Lightweight Alloy Safety 
Toe, Antimicrobial Lining, Anti-Fatigue Technology 
Footbed, Conductive Polyurethane ESD Footbed 


SD 


SR 



WOMEN’S OXFORDS & SLIP-ONS 
FS240 - FLORSHEIM OXFORD 

Dark Brown 

Women’s D 5-11 / EEE 5-11 



Leather Upper, Removable Polyurethane Cushion 
Insert, Direct Inject Outsole, Super Soft PU Midsole 
Extreme Flexability, No Exposed Metal On Upper 


ST 


SD 



WOMEN’S OXFORDS & SLIP-ONS 
FS246 - FLORSHEIM OXFORD 

Black 



Women’s D 5-12,13 EEE 5-12,13 

Leather Upper, Removable Polyurethane Cushion 
Insert, Direct Inject Outsole, Super Soft PU Midsole 
Extreme Flexability, 100% Non Metallic 


CT 


SD 


SEC 


www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 
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Women’s Oxfords & Slip-Ons 















































WOMEN’S SAFETY SHOE FOOTWEAR - 

Athletics 

www.safeshoes.com toll free (888) 933-5540 


WOMEN’S ATHLETICS 

K11160-W - HYTEST ATHLETIC - Black 

Hvrmsr 

Women’s Med 6-12 
Women’s Wide 6-12 


Action Leather Upper, Fully Lined w/ Padded Tongue 
and Collar, Removable Cushioned Insole 
Strobe Construction, Lightweight EVA and Rubber 
Outsole 


ST 


il 


EH 


WOMEN’S ATHLETICS 
K11100-W - HYTEST ATHLETIC 

Black and Grey 





Women’s Med 6-12 
Women’s Wide 9-12 

Nubuck and Mesh Upper 
Removable Cushion Insole 
Rubber/EVA Outsole 




WOMEN’S ATHLETICS 
K11101-W - HYTEST ATHLETIC 

Black, Grey, & Blue 

Women’s Med 6-12 
Women’s Wide 9-12 

Nubuck and Mesh Upper 
Removable Cushion Insole 
Rubber/EVA Outsole 



a>iaary Focrrw*** 
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WOMEN’S ATHLETIC 
K11280-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE 
ATHLETIC - Black 

Women Med 6-12,13, 14 / Wide 9-12,13, 14 



Frontier leather upper, Comfort mesh lining. 
Removable C-2 polyurethane footbed w/comfort pads 
on heel, Oil and slip resistant rubber outsole. 

Cement construction 


CT SR 


SD 



WOMEN’S ATHLETIC 
K11231-W HYTEST STATIC 
DISSIPATING COMPOSITE TOE 
ATHLETIC - Brown 

Women Med 6-12,13, 14 / Wide 9-12,13, 14 





Full grain upper leather, Mesh lining. EVA cushioned 
midsole, Removable C-2 polyurethane footbed w/ 
comfort pads on heel, Oil and slip resistant rubber 
outsole, Cement construction, 

Footbed, Conductive 
Polyurethane ESD Footbed 


CT 


SD 


SR 



WOMEN’S ATHLETIC OXFORD 
K10071-W HYTEST CONDUCTIVE 
STEEL TOE WATER REPELLANT 
ATHELETIC OXFORD - Brown 

Women Med 6-12,13, 14 / Wide 9-12,13, 14 





Waterproof full grain upper leather 
Mesh lining. EVA cushioned midsole 
C-2 polyurethane footbed w/conductive comfort pads 
on heel, Conductive rubber outsole. 

Cement construction 



w 



WOMEN’S ATHLETIC 
SK76528 BKPR SKECHERS 
ELECTRICAL HAZARD COMPOSITE 

TOE - Black/Purple Trim 

Women Med 5-11 

Black leather with purple trim 
Oil and slip resistant 
Cop toe EH 


[S3 SKECHERS:. 



www.safeshoes.com 


1-888-933-5540 


sales@safeshoes.com 



Women’s Athletics 









































Women’s Athletics 






WOMEN’S ATHLETICS 
RBI 64 - REEBOK ATHLETIC 

Pewter w/ Pink Trim 


Reebok 



WOMEN’S-Med 6-12 
WOMEN’S-Wide 6-12 

Leather & Mesh upper 

Removable EVA Cushion Insert with Rubber Heel Wedge 
Duel Density EVA Cushion Midsole and Rubber Bottom 


ST 


EH 



WOMEN’S ATHLETICS 
RBI 82 - REEBOK ATHLETIC 

Navy Blue w/ Silver Trim 

Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Nubuc Leather, Removable EVA Cushion Insert 
Rubber Outsole, EVA Cushion Midsole 
100% Non-Metallic 


CT 


SEC 


SR 


EH 



WOMEN’S ATHLETICS 
RB454 - REEBOK ATHLETIC 

Black & Pink 


Women’s Med 4-12 
Women’s Wide 4-12 


Reebok 


Composite Toe Cap 
Outsole provides better cushioning 
100% Non Metallic 
Light Weight, Flexible, EVA 




www.safeshoes.com 


WOMEN’S ATHLETICS 

RB457 - REEBOK COMPOSITE TOE 

ATHLETIC - Purple/Yellow 


Reebok 


WOMEN’S - Med 4-12 
WOMEN’S - Wide 4-12 


Athletic with grey midsole, seamless 
XTR Composite Toe, Dual Resistor 
TPU Bruise Plate 



SEC 


SD 


I 1-888-933-5540 | sales@safeshoes.com 



Women’s Athletics 










































































Women’s Athletics 



WOMEN’S ATHLETICS 

RB458 - REEBOK COMPOSITE TOE 

ATHLETIC- Fusha/Yellow 


Reebok 


WOMEN’S-Med 4-12 
WOMEN’S - Wide 4-12 


Athletic with grey midsole, seamless 
XTR Composite Toe 
TPU Bruise Plate 




WOMEN’S ATHLETICS 
RB195 - REEBOK ATHLETIC 

Navy Blue 

Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Suede Leather, Brushed Nylon Lining 
Removable EVA Cushion Insert, Rubber Outsole 
No Exposed Metal on Upper 


ST 


EH 



WOMEN’S ATHLETICS 
RB446 - REEBOK ATHLETIC 

Dark Grey w/ Silver and Blue Trim 

Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Suede and Mesh, Removable EVA Cushion Insert 
Tri Density Rubber Outsole, EVA Cushion Midsole 
Wrap Around Shank Stabilizer 
100% Non Metallic 




WOMEN’S ATHLETICS 
RB447 - REEBOK ATHLETIC 

Grey w/ Silver and Teal Trim 

Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Leather and Mesh, Removable EVA Cushion Insert 
EVA Cushion Midsole, Rubber Traction Bottom 
100% Non Metallic 




















































Reebok 



WOMEN’S ATHLETICS 
RB448 - REEBOK ATHLETIC 

Grey w/ Silver and Purple Trim 


Women’s Med 4-12 
Women’s Wide 4-12 


Leather and Mesh, Removable EVA Cushion Insert 
EVA Cushion Midsole, Rubber Traction Bottom 
100% Non Metallic 




WOMEN’S ATHLETICS 

RB449 - REEBOK ATHLETIC - Black 

Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Leather Upper, Nylon Mesh Lining, Sueded Inside Heel 
Counter, Removable Polyurethane Cushion Insert, Shock 
Eliminator Heel Cushion, 100% Non Metallic 
EVA Cushion Midsole, Wrap Around Shank Stabilizer 


CT 


SD 


SEC 



WOMEN’S ATHLETICS 
RB485 - REEBOK ATHLETIC 

Grey and Navy 

Women’s Med 6-13 
Women’s Wide 6-13 


Reebok 


Leather and Mesh, Removable EVA Cushion Insert 
EVA Midsole, Rubber Outsole, No Exposed Metal on 
Upper 


ST 


SD 



WOMEN’S ATHLETICS 

RB940 - REEBOK EURO ATHLETIC 

Brown 

Women’s Med 6-12 
Women’s Wide 6-12 

Waxy Nicebuc Leather, Moisture Wicking Lining 
Removable EVA Cushion Insert, Rubber Outsole, 
100% Non Metallic, Extreme Flexibility, Strobel 
Construction 


Reebok 




Women’s Athletics 








































































Women’s Athletics 


Reebok 



WOMEN’S ATHLETICS 
RB450 - REEBOK ATHLETIC 

Grey/Silver w/Orange 

WOMEN’S-Med 6-12 
WOMEN’S-Wide 6-12 


Composite Toe Cap 
100% Non Metallic 

Light weight, Flexible, Injection EVA Outsole provides 
better cushioning 


CT 


SEC EH 



WOMEN’S ATHLETICS 
RB451 - REEBOK ATHLETIC 

Grey & Mauve 

WOMEN’S-Med 4-12 
WOMEN’S-Wide 4-12 

Composite Toe Cap 
100% Non Metallic 

Light weight, Flexible, Injection EVA Outsole provides 
better cushioning 


CT 


SEC 


EH 



WOMEN’S ATHLETICS 
RB453 - REEBOK ATHLETIC 

Metallic Silver & Orange 

WOMEN’S-Med 6-12 
WOMEN’S-Wide 6-12 

Composite Toe Cap 

100% Non Metallic 

EVA Midsole, Rubber SR Outsole 




Reebok 


Reebok 
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WOMEN’S ATHLETICS 
NA1356 - NAUTILUS ATHLETIC 

Grey & Black & Red 

Women’s Med 5-10,11,12 
Women’s Wide 5-10,11,12 

Nylon and Leather Upper, Removable Anti-Fatigue 
Polyurethane Insole, Slip & Oil Resistant Stabilizer 
Outsole, No Exposed Metal, ALLOY LITE 



Nautilus 

ItaaKItoi' 



WOMEN’S ATHLETICS 
NA1360 - NAUTILUS ATHLETIC 

Grey & Black 

Women’s Med 5-10,11,12 
Women’s Wide 5-10,11,12 

Nylon and Leather Upper, Removable Anti-Fatigue 
Polyurethane Insole, Slip & Oil Resistant Stabilizer 
Outsole, No Exposed Metal, Safety Toe 



Nautilus 

IMmHVliriAi 
Jton * 



WOMEN’S ATHLETICS 
NA1452 - NAUTILUS ATHLETIC 

Grey & Periwinkle 

Women’s Med 5-10,11,12 
Women’s Wide 5-10,11,12 


Nautilus 

IpJtPVMVlwtfMi 


Nylon and Leather Upper, Removable Anti-Fatigue 
Polyurethane Insole, Slip & Oil Resistant Stabilizer 
Outsole, No Exposed Metal, ALLOY LITE 




www.safeshoes.com 


WOMEN’S ATHLETICS 
RB186 - REEBOK ATHLETIC 

Black 


Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Leather, Removable EVA Cushion Insert, Rubber 
Outsole, EVA Cushion Midsole, 100% Non-Metallic 


| 1-888-933-5540 



| sales@safeshoes.com 



Women’s Athletics 

























































































Women’s Athletics 



WOMEN’S ATHLETICS 
K17002 - HYTEST ATHLETIC 

Tan 

WOMEN’S-Med 5-10, 11 
WOMEN’S-Wide 5-10,11 

Suede Leather / Mesh Upper 
Removable Pesu III Insole 
EVA Midsole, Rubber outsole 



■A»rr PQCrttrEriA 


ST 


EH 



WOMEN’S ATHLETIC 
K11284-W HYTEST ELECTRICAL 
HAZARD STEEL TOE ATHLETIC 

Dark Grey 

WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 

Frontier leather upper, Comfort mesh lining. EVA 
cushioned midsole., Removable Pesu III EVAfootbed 
w/comfort pads on heel, Oil and slip resistant rubber 
outsole, Cement construction 





WOMEN’S ATHLETIC 
K11281-W HYTEST ELECTRICAL 
HAZARD STEEL TOE ATHLETIC 

Brown 



fAPITV FOCmVfrtiH 


WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Frontier leather upper, Comfort mesh lining. EVA 
cushioned midsole., Removable Pesu III EVAfootbed 
w/comfort pads on heel, Oil and slip resistant rubber 
outsole, Cement construction 


ST 


EH 


SR 














































Tunberiand 



WOMEN’S ATHLETIC 
TL90666 TIMBERLAND WILLOW 
TRAIL ESD ALLOY SAFETY 

TOE - Brown 


WOMEN MED 5.5 -10, 11 / WOMEN WIDE 5.5 -10, 11 


Leather and suede upper durability, Mesh lining. Padded 
top collar for comfort, Molded EVA midsole. Thermal 
Plastic Urethane shank for support, Vibram ESD rubber 
outsole. Oil, slip, and abrasion resistant, Cement 
construction for flexibility 


SR 


ST 


SD 


w 



WOMEN’S ATHLETIC 

TL87525 TIMBERLAND WILLOW 

TRAIL ESD - Navy Timberiand $ 

WOMEN MED 5.5 -10, 11 / WOMEN WIDE 5.5 -10, 11 


Synthetic upper for light weight durability, Mesh lining 
for odor control and comfortable feet, Molded EVA 
midsole. Thermal Plastic Urethane shank for support, 
Vibram ESD rubber outsole, Oil, slip, and abrasion 
resistant, Cement 
construction for flexibility 




WOMEN’S ATHLETIC 
TL87527 TIMBERLAND WILLOW 
TRAIL ESD ALLOY SAFETY TOE 

Navy 

WOMEN MED 5.5 -10, 11 / WOMEN WIDE 5.5 -10, 11 


Timberianil $' 


Synthetic upper for light weight durability, Mesh lining for odor 
control and comfortable feet, Molded EVA midsole. Thermal 
Plastic Urethane shank for support, Vibram ESD rubber outsole. 
Oil, slip, and abrasion 
resistant, Cement 
construction for flexibility 


ST 


SD 


SR 


I 1-888-933-5540 | sales@safeshoes.com 
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Women’s Athletics 


















































Women’s Athletics 



WOMEN’S ATHLETIC 

NA1363 NAUTILUS STEEL SAFETY 

TOE ATHLETIC - Grey 

WOMEN MED 5-10, 11,12 
WOMEN WIDE 5-10, 11,12 


Nautilus 


Leather upper with mesh detail, Removable Anti 
-Fatigue polyurethane insole, EVA midsole for 
maximum comfort., Highly durable, slip and oil 
resistant stabilizer outside, Bumper toe to guard 
against abrasion 


SD 


ST 


SR 


WOMEN’S ATHLETIC 

NA1750 NAUTILUS COMPOSITE 

SAFETY TOE ATHLETIC - Grey/Pink 


Nautilus 

iiutnrmiwirti 

Shari 


WOMEN MED 6 -10, 11 / WOMEN WIDE 6 -10, 11 


Mesh upper. Removable Air Control Insole 
EVA midsole for maximum comfort. 

Cross stabilization support system 
Rubber slip and oil resistant aggressive grip outsole 
Fiberglass shank for support 
and stability 



WOMEN’S ATHLETIC 

RK612 ROCKPORT ATHLETIC/HIKER 

STEEL TOE - Brown 


WOMEN MED 6-12 
WOMEN WIDE 6-12 


Leather upper with camo lining 
Removable EVA cushion insert 
EVA cushion midsole with a rubber outsole. 
Highly durable, slip and oil resistant. 



WOMEN’S ATHLETIC 

RB417 REEBOK ATHLETIC OXFORD 

COMPOSITE TOE - Black 

WOMEN MED 5 -13 / WOMEN WIDE 5 -13 


Reebok 


Leather upper, Nylon mesh 

Removable F2A dual density polyurethane cushion insert 
Dual density. Rubber bottom and EVA cushion midsole 
100% non metallic 


CT 


SEC 


SR 
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WOMEN’S ATHLETICS 
K17100 - HYTEST ATHLETIC 

Black 

WOMEN’S-Med 5-10,11 
WOMEN’S-Wide 5-10, 11 

Suede Leather / Mesh Upper 
Removable Pesu III EVA Insole 
EVA Midsole, Rubber outsole 





WOMEN’S ATHLETICS 
K17101 - HYTEST ATHLETIC 

Navy 

WOMEN’S-Med 5-10, 11 
WOMEN’S-Wide 5-10, 11 



Suede Leathger/ Mesh Upper 
Removable Pesu III EVA Insole 
EVA Midsole, Rubber outsole 




WOMEN’S ATHLETIC 
K17102 HYTEST ELECTRICAL 
HAZARD STEEL TOE ATHLETIC 

Charcoal 


WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 





Suede leather and mesh upper, High abrasion 
performance mesh lining, Removable Pesu III EVA 
footbed. EVA cushioned midsole, Oil and slip resistant 
rubber outsole, Strobel construction 




WOMEN’S ATHLETIC 
K 17103 HYTEST ELECTRICAL 
HAZARD STEEL TOE 
ATHLETIC - Gun Smoke 

WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 





Suede leather and mesh upper, High abrasion 
performance mesh lining, Removable Pesu III 
EVA footbed. EVA cushioned midsole, Oil and slip 




Women’s Athletics 

















































































- WOMEN’S SAFETY SHOE FOOTWEAR 

Hikers / 6in / 8in / Wellington 

www.safeshoes.com toll free (888) 933-5540 


Cow Suede Leather Upper, Mesh Lining w/ 
EVA Footbed & EVA Cushion Midsole, Cement 
Construction, Rubber Oil Resistant Outsole 


ST 


EH 


Women’s Med 7-12 
Women’s Wide 7-12 


WOMEN’S HIKER/6”/8”/WEL 
K11351-W - HYTEST LOW CUT 
TREKKER - Tan 


WOMEN’S HIKER 

K12150-W HYTEST ELECTRICAL 

HAZARD STEEL TOE ATHLETIC 

Black 


WOMEN MED 6 -12, 13, 14 / WOMEN WIDE9 -12, 13, 14 


Action leather upper, Mesh lining. EVA footbed. 
EVA cushioned midsole, Treker lightweight oil and 
slip resistant rubber outsole, Strobel and cement 
construction 


ST 


EH 


SR 


WOMEN’S HIKERS/6”/8”/WEL 
K12360-W HYTEST 6” BOOT - Black 

WOMEN MED 6 -12, 13, 14, 15 
WOMEN WIDE 9 -12, 13, 14, 15 

Waterproof tumbled full grain leather upper 
High abrasion performance mesh lining 
Removable Pesu III EVA footbed. 

Apex oil and slip resistant rubber outsole w/EVA 
comfort midsole. 

Cement construction 


CT 


EH 


WP 


SR 


I 
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WOMEN’S HIKER 

K17013 HYTEST ELECTRICAL 

HAZARD STEEL TOE ATHLETIC 

Light Grey 

WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 





Stella leather upper, High abrasion performance 
mesh lining, Removable Pesu III EVAfootbed. EVA 
cushioned midsole, Oil and slip resistant rubber 
outsole. TPU stabilizer and 
shank Strobel and 
cement construction 




WOMEN’S HIKER 
K12071-W HYTEST CONDUCTIVE 
STEEL TOE WATER REPELLANT 
ATHELETIC / HIKER - Brown 





WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Waterproof full grain leather upper 

Mesh lining. EVA cushioned midsole 

C-2 polyurethane footbed w/conductive comfort pads on 

heel, Oil and slip resistant rubber outsole. 

Cement construction 


ST 


C 


P 



WOMEN’S HIKER 
K12271-W HYTEST WATERPROOF 
ELECTRICAL HAZARD STEEL TOE 
ATHELETIC / HIKER - Brown 



WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Premium waterproof action leather upper 
Mesh lining. EVA cushioned midsole 
C-2 polyurethane footbed w/conductive comfort 
pads on heel, Oil and slip resistant 
rubber outsole, 

Cement construction 




www.safeshoes.com 


WOMEN’S HIKER 
K 12001-W HYTEST ELECTRICAL 
HAZARD STEEL TOE 
ATHELETIC / HIKER - Brown 





WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Atom full grain upper, High abrasion performance mesh 
lining, Removable Pesu III EVAfootbed. EVA cushioned 
midsole, Oil and slip resistant rubber outsole. 

Cement construction 



1-888-933-5540 | sales@safeshoes.com 



Women’s Hikers / 6 in / 8 in / Wellington 





































































Women’s Hikers / 6 in / 8 in / Wellington 



WOMEN’S HIKERS/6”/8”/WEL 
DM 12721201-W DOC MARTENS 
6” HIKER - Gaucho 

WOMEN MED 6-14 


Min 4i rW&it e. 


Industrial trailblazer volcano 

Water proof 

Oil and slip resistant 




WOMEN’S HIKERS/6”/8”/WEL 
IA965 IRON AGE 8” STEEL TOE 
WATERPROOF LEATHER 

Black/Brown 


WOMEN WIDE 6 -13 / WOMEN EXTRA WIDE 6-13 


IRON age 


Waterproof leather shaft boot, Nylon mesh with waterproof 
membrane, Removable EVA cushion insert with sponge rubber heel 
wedge, Sure grip plus 
rubber bottom. 




WOMEN’S HIKER/6”/8”/WEL 
K12191-W - HYTEST WATERPROOF 
BOOT - Dark Brown 



Women’s Med 5-12 
Women’s Wide 5-12 

Full Grain Waterproof Leather Upper, Bootie w/ CK Mesh 
Lining, Full Padded Tongue and Collar, Removable EVA 
Full Cushion Insert, Lightweight Rubber Outsole w/ 

PU Midsole, Strobe Construction, Oil & Slip Resistant 
Outsole 


CT 


WP 


SR 


EH 




WOMEN’S HIKER/6”/8”/WEL 

K17131 - HYTEST OPANKA BOOT HYTEST 

n Z iWITV FDDTWflAA 


Women’s Med 5-10,11 
Women’s Wide 5-10,11 


Full Grain Leather Upper, Soft Brushed Fabric Lining 
Full Padded Tongue and Collar, Lined Full Cushion Footbed 
w/Arch Support, Polyurethane & Rubber Outsole, Opanka 
Construction, Capacious Last 


SR 



EH 




































































WOMEN’S HIKERS/6”/8”/WEL 
K17130 HYTEST ELECTRICAL 
HAZARD STEEL TOE 
OPANKA 6” BOOT - Black 


WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 

Full grain leather upper, Soft brush fabric lining. 

Full padded tongue and collar, Lined full cushioned 
insole with arch support, Dual density polyurethane. 
Rubber slip and oil resistance 
outside, Opanka construction 


SR 


ST 


EH 




WOMEN’S 6” BOOT 

K13610 HYTEST NON METALLIC 

WATERPROOF 6” BOOT - Black 


WOMEN MED 4-12, 13, 14 
WOMEN WIDE 7-12, 13, 14 





Full grain leather upper, Mesh lining w/polyurethane 
membrane. Full padded tongue and collar, EVA full 
cushioned footbed, EVA and Nexus rubber outsole. 
Strobel with bootie 
construction 




WOMEN’S 6” BOOT 
K13491-W HYTEST ELECTRICAL 
HAZARD STEEL TOE 
6” BOOT - Brown 



WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Mountain full grain upper, High abrasion performance 
mesh lining, Removable Pesu III EVA footbed. EVA 
cushioned midsole, Oil and slip resistant rubber outsole. 
Cement construction 


EH 


SR 


ST 


9 


s 


1 



WOMEN’S 6” BOOT 

K13772-W HYTEST 6” SHELL BOOT 

Brown 

WOMEN WIDE 5 -12, 13, 14, 15 



Full grain waterproof leather upper, Full padded tongue and 
collar. Taibrelle lining w/hydro-guard bootie 
Removable EVA Pesu II full cushion footbed. 

Dual density rubber polyurethane outside 




www.safeshoes.com 
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Women’s Hikers / 6 in / 8 in / Wellington 













































































Women’s Hikers / 6 in / 8 in / Wellington 



WOMEN’S HIKERS/6”/8”/WEL 

K12170-W - HYTEST WATERPROOF 

BOOT - Black W^ST 

Women’s Med 5-12 
Women’s Wide 5-12 

Full Grain Waterproof Leather Upper, Bootie w/ CK 
Mesh Lining, Strobe Construction, Full Padded 
Tongue and Collar, Removable EVA Full Cushion 
Insert, Lightweight Rubber Outsole w/ PU Midsole 
Oil & Slip Resistant Outsole 




WOMEN’S HIKERS/6”/8”/WEL 
K62010-W - HYTEST FOOTHOLDS 
WATERPROOF SR HIKER - Black footholds 

Women’s Med 6-12 
Women’s Wide 9-12 

Waterproof Action Leather, PK Mesh Lining, Full Cushion 
Removable Polyurethane Insert, Slip Resistant Goodyear 
Cupped Rubber Outsole, Cement Construction, Oxford Last 




WOMEN’S HIKERS/6”/8”/WEL 
K66025-W - HYTEST FOOTHOLDS 
HIKER - Black 

Women’s Med 6-12 
Women’s Wide 9-12 

Leather Upper, Slip Resistant Goodyear Rubber 
Outsole, Removable Cushion Insole 


HYTEST 

FOOTHOLDS 


ST 


SR 


EH 



WOMEN’S HIKERS/6”/8”/WEL 
RB455 - REEBOK WATERPROOF 
HIKER - Black 

Women’s Med 6-12 
Women’s Wide 6-12 

Water Resisting Leather, Waterproof Membrane 
Lining, Removable EVA Cushion Insert, EVA Cushion 
Midsole, Wrap Around Shank Stabilizer, Heel Airbag, 


Reebok 
























































































WOMEN’S HIKERS/6”/8”/WEL 
RB750 - REEBOK BOOT - Black 



Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Leather Upper, Removable EVA Cushion Insert 
Rubber Outsole w/ 90 Degree Heel, EVA Cushion 
Midsole, Heel Airbag, 100% Non Metallic 




WOMEN’S HIKERS/6”/8”/WEL 
RB755 - REEBOK SD BOOT 

Dark Brown 

Women’s Med 6-11 
Women’s Wide 6-11 


Reebok 


Full Grain Leather, Removable EVA Cushion Insert 
Rubber Outsole w/ 90 Degree Heel, EVA Cushion 
Midsole, Heel Airbag, 100% Non Metallic 




WOMEN’S HIKERS/6”/8”/WEL 
RB444 - REEBOK WATERPROOF 
HIKER - Brown 


Women’s Med 6-12 
Women’s Wide 6-12 


Reebok 


Water Resisting Leather, Waterproof Membrane 
Lining, Removable EVA Cushion Insert, Wrap Around 
Shank Stabilizer, EVA Cushion Midsole, Heel Airbag, 
100% Non Metallic 




www.safeshoes.com 


WOMEN’S HIKERS/6”/8”/WEL 

TL26388 - TIMBERLAND PRO TITAN 

BOOT - Brown Timberiand 9 

Women’s Med 5.5-10,11 
Women’s Wide 5.5-10,11 

Full Grain Leather, Moisture Channeling Antimicro¬ 
bial Mesh Lining, Polyurethane Midsole, Safety Toe 
w/ Roomy Fit 


| 1-888-933-5540 


ST 


SR 


EH 


sales@safeshoes.com 
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Women’s Hikers / 6 in / 8 in / Wellington 



WOMEN’S HIKERS/6”/8”/WEL 
WZC690-BL-W - WORKZONE BOOT 

Black 

Women’s E 7-13 



Oil Full-Grain Leather, Removable Footbed 
Moisture Absorbent Lining, PU/TPU Lightweight Dual 
Density Sole, 100% Non Metallic 


mm 



WOMEN’S HIKERS/6”/8”/WEL 
WZS677-W - WORKZONE BOOT 

Black 

Women’s E 6-13 

Full Grain Cordura Leather, Moisture Absorbent Lin¬ 
ing w/ Removable Footbed, PU/TPU Lightweight Dual 
Density Sole, Slip & Oil Resistant Sole, Safety Toe 

mm 




WOMEN’S HIKERS/6”/8”/WEL 
WZS690-BL-W - WORKZONE BOOT 

Black 

Women’s E 6-13 

Oil Full-Grain Leather, Removable Footbed 
Moisture Absorbent Lining, PU/TPU Lightweight Dual 
Density Sole, Safety Toe 


ST 


SR 


WOMEN’S HIKERS/6”/8”/WEL 
WZS651-BR-W - WORKZONE 















































WOMEN’S HIKERS/6”/8”/WEL 
AR10005949 - Ariat Boot - Brown 

Women’s Med 6.5-10,11 

Full Grain Leather Upper 
Shock Absorbing EVA Core 
Safety Toe 

Multi-Directional Outsole 


Lariat 




WOMEN’S HIKERS/6”/8”/WEL 
GA3204 - GEORGIA WELLINGTON 
BOOT - Brown 

Women’s Med 5-10,11 
Women’s Wide 6-10,11 



Full Grain Leather Upper, Goodyear Welt 
Construction, Steel Shank, EVA Midsole, 
Polyurethane Outsole, Safety Toe 


ST 




WOMEN’S 8” WELLINGTON BOOT 
K15762-W HYTEST 8” WELLINGTON 
SHELL BOOT - Brown 

WOMEN WIDE 7 -12, 13, 14, 15 



Full grain waterproof leather upper 

Full padded tongue and collar. Taibrelle lining w/hydro-guard 
bootie. Removable EVA Pesu II full cushion footbed. 

Dual density rubber polyurethane outside 
Cement construction 




www.safeshoes.com 


WOMEN’S 8” WELLINGTON BOOT 
K15440-W HYTEST 8” WELLINGTON 
BOOT - Black 





WOMEN MED 3 -12, 13, 14, 15 / WOMEN WIDE 7 -12, 13, 14, 15 


Oiled full grain waterproof leather upper, Wave mesh lining 
Removable EVA Pesu II full cushion footbed. 

W-34 Nexis outsole 
Cement construction 


| 1-888-933-5540 



| sales@safeshoes.com 
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WOMEN’S SAFETY SHOE FOOTWEAR 

Metatarsal Guards 

www.safeshoes.com toll free (888) 933-5540 


WOMENS METATARSAL GUARD 
K17370 HYTEST OPANKA 5” WORK 
BOOT - Black 





WOMEN MED 5-10, 11 
WOMEN WIDE 5-10, 11 

Full grain leather upper. Full padded tongue and 
collar. CK mesh lining, Removable EVA Pesu II full 
cushion footbed, W-149 rubber outsole 
Opanka construction 

MET 



WOMENS METATARSAL GUARD 
K12251-W HYTEST 6” BOOT - Brown 

WOMEN MED 6 -12, 13, 14, 15 
WOMEN WIDE 9 -12, 13, 14, 15 





Waterproof tumbled full grain leather upper, High abra¬ 
sion performance mesh lining, Removable Pesu III EVA 
footbed, Apex oil and slip resistant rubber outsole w/EVA 
comfort midsole, Cement construction 


CT 



WOMENS METATARSAL GUARD 
K15261-W HYTEST NON-METALLIC 
8” WELLINGTON BOOT - Brown 





WOMEN MED 6 -12, 13, 14 / WOMEN WIDE 9 -12, 13, 14 


Thunder full grain upper, High abrasion performance 
mesh lining, Removable Pesu III EVA footbed. EVA 
cushioned midsole, Oil and slip resistant rubber outsole. 
Cement construction 
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www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 














































WOMENS METATARSAL GUARD 
K13540-W HYTEST 6” ZIPPER BOOT 

Black 


WOMEN MED 6-12, 13, 14 
WOMEN WIDE 9-12, 13, 14 


Swift full grain upper, Performance mesh lining 
Removable Pesu III EVAfootbed. EVA cushioned 
midsole, Oil and slip resistant 
rubber outsole. 

Cement construction 


MET 


CT 


SR 


EH 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 






















Women’s Metatarsal Guards 



WOMENS METATARSAL GUARD 
RB655 REEBOK 6” HIKER INTERNAL 
MET GUARD - Black 

WOMEN MED 6 -12 / WOMEN WIDE 6 -12 


Reebok 


Leather upper, Nylon mesh, Removable EVA cushion 
insert with sponge rubber heel wedge, Dual density. 
Rubber bottom and PU cushion midsole 
100% non metallic 





WOMENS METATARSAL GUARD 
K12100-W HYTEST METATARSAL 
HIKER - Black 


Women’s Med 6-12, Women’s Wide 9-12 


Full Grain Leather Upper, Fully Lined w/ Removable 
Cushion Insole, Cement Construction 
Oil and Slip Resistant Rubber Outsole 


ST 



SR 


EH 




WOMENS METATARSAL GUARD 
K12101-W HYTEST METATARSAL 
HIKER - Brown 

Women’s Med 6-13, Women’s Wide 6-13 



Full Grain Leather Upper, Fully Lined w/ Removable Cushion Insole, 
Cement Construction, Oil and Slip Resistant Rubber Outsole 



MET 


SR 


EH 



WOMENS METATARSAL GUARD 
K10250-W HYTEST OPANKA 
METATARSAL OXFORD - Black 

Women’s Med 5-13, Women’s Wide 9-13 



Full Grain Leather Upper, Soft Brushed Fabric Lining 

Full Padded Tongue and Collar, Lined Full Cushion Footbed w/Arch 

Support, Polyurethane & Rubber Outsole 


ST 


MET 


SR 


EH 
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WOMEN’S METATARSAL GUARD 
K10241-W HYTEST ELECTRICAL 
HAZARD STEEL TOE INTERNAL 
METATARSAL GUARD OPANKA 
SLIP ON - Brown 

Women Med 5 -12, 13, 14 / Wide 5-12, 13,14 

Oiled full grain leather upper, Soft brushed fabric 
lining, Fully cushioned, lined insole with arch support 
Oil and slip resistant rubber and polyurethane outsole. 
Flexible opanka 
construction 


IVfTV 


ST MET EH SR 



WOMENS METATARSAL GUARD 
RBI 56 REEBOK INTERNAL 
MET GUARD OXFORD - Black 

WOMEN MED 6 -13 / WOMEN WIDE 6 -13 


Reebok 


Leather upper, Nylon mesh, Removable EVA cushion insert with 
sponge rubber heel wedge, Suregrip plus rubber bottom and EVA 
cushion midsole, 100% non metallic 



SEC 



WOMENS METATARSAL GUARD 
IA328 IRON AGE METATARSAL 
HIKER - Black 

Women’s Med 6-13 
Women’s Wide 6-13 

Tec Tuff Leather, Removable Polyurethane Cushion 
Insert, EVA Cushion Midsole, Rubber Outsole, Heel 
Airbag 


IRON AGE 


ST MET 


■ 



WOMENS METATARSAL GUARD 

IA498 IRON AGE METATARSAL _ 

BOOT - Black I RON AG E 

Women’s Med 6-13, Women’s Wide 6-13 

Leather Upper, Removable EVA Cushion Insert, Rubber Outsole 

MIT 


ST 


EH 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 


Women’s Metatarsal Guards 











































Women’s Metatarsal Guards 



WOMENS METATARSAL GUARD 
K17202 HYTEST ATHLETIC INTERNAL 
METATARSAL GUARD - Navy 





WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 


Badland leather upper, High abrasion performance 
mesh lining, Removable Pesu III EVAfootbed. EVA 
cushioned midsole, Oil and slip resistant rubber 
outsole. Strobel construction 





WOMENS METATARSAL GUARD 
K17116 HYTEST MULTISPORT LOW 

Grey 

WOMEN MED 5 -10, 11 / WOMEN WIDE 5 -10, 11 

Action leather upper, Mesh lining, EVAfootbed. EVA 
cushioned midsole, Trekker Lightweight oil and slip 
resistant rubber outsole, Strobel/cement construction 




WOMENS METATARSAL GUARD 
K12200-W HYTEST NON METALLIC 
MID-CUT HIKER - Black 

WOMEN MED 5.5 -12 / WOMEN EW 5.5 -12 





Waterproof tumbled full grain leather and split sued 
upper, Full padded tongue and collar. CK mesh lining, 
Removable EVA cushioned midsole, Oil and 
slip resistant rubber outsole, 

Cement construction 

MET 




WOMENS METATARSAL GUARD 
K12202-W HYTEST MID-CUT HIKER 

Tan 

WOMEN MED 5.5 -12 / WOMEN EW 5.5 -12 





Waterproof tumbled full grain leather and split sued 
upper, Full padded tongue and collar. CK mesh lining. 
Removable EVA cushioned midsole, Oil and slip 
resistant rubber outsole. 

Cement construction 


MET CT 


EH 


SR 




































































WOMENS METATARSAL GUARD 
K11311-W HYTEST MULTI-SPORT 

LOW - Brown 

WOMEN MED 5 -12 / WOMEN EW 5 -12 

Oiled nubuck leather upper, Full lined. Removable 
cushioned insole, Polyurethane midsole with 
GELPACT cushioning technology 
Oil and slip resistant rubber outsole. 

Strobel construction 






Women’s Metatarsal Guards 



















MEN’S SAFETY SHOE FOOTWEAR 



Slip Resistant Soft Toe 

www.safeshoes.com toll free (888) 933-5540 


Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


MEN’S SOFT TOES 

K16160 - HYTEST OPANKA SD SR 

BOOT - Black 


MEN’S SOFT TOES 

K16150 - HYTEST OPANKA SR SD 

OXFORD - Black 


Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/ Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


m 


SR 


Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/ Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


SD 


SR 


MEN’S SOFT TOES 

K66205 - HYTEST FOOTHOLDS SR 

HIKER - Black 


FOOTHOLDS 


Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


Action Leather Upper and Water Resistant Mesh 
Lining, Padded Collar and Tongue, Removable 
FootHolds Cushion Insole, Slip-Resistant FootHolds 
Rubber Outsole 


i 


8 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 





































MEN’S SOFT TOES 

K66010 - HYTEST FOOTHOLDS 

WATERPROOF SR HIKER - Black 


HYTEST 

FOOTHOLDS 


Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


Action Leather Upper and Waterproof Bootie, 
Padded Collar and Tongue, Removable FootHolds 
Cushion Insole, Slip-Resistant FootHolds Rubber 
Outsole 




MEN’S SOFT TOES 

K16140 - HYTEST OPANKA SR SD 

SLIP-ON - Black 





Men’s Med 4-12,13,14 
Men’s Wide 7-12,13,14 


Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/ Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


SD 


SR 



MEN’S SOFT TOES 

W04735 - WOLVERINE SR BOOT WOLVERINES 

Brown 

Men’s Med 7-12,13,14,15 
Men’s EW 7-12,13 

Full Grain Leather Upper, Mesh Lining, Removable 
Full Cushion Footbed, Slip-Resistant Rubber 
Outsole 


SR 



www.safeshoes.com 


MEN’S SOFT TOES 

W04736 - WOLVERINE SR BOOT WOLVERINES 

Black 

Men’s Med 7-12,13,14,15 
Men’s EW 7-12,13 


Full Grain Leather Upper, Mesh Lining, Removable 
Full Cushion Footbed, Slip-Resistant Rubber 
Outsole 



| 1-888-933-5540 | sales@safeshoes.com 



Men’s Slip Resistant Soft Toe 




































Men’s Slip Resistant Soft Toe 



MEN’S SOFT TOES 
W04503 - WOLVERINE DURASHOCKS 
SR OXFORD - Brown shocks 

LOMlOHf TfGMQlQQr 

Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Full Grain Leather Upper, Flexible Opanka 
Construction, Full Cushion Fabric and Leather 
Footbed, Slip and Oil-Resistant Sole 



SR 



MEN’S SOFT TOES 
GG2010 - GENUINE GRIP SR 
ATHLETIC 

Men’s Wide 7-10.5, 11, 12, 13, 14 

Soft Action Leather, Removable Cushion Insole 
Slip-Resistant Rubber Outsole 



SR 



MEN’S SOFT TOES 

TL47015 - TIMBERLAND TITAN SR 

OXFORD - Brown 


Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 


Full Grain Leather Upper, Moisture Channeling Mesh 
Lining w/ Antimicrobial Treatment, Polyurethane 
Midsole/Slip-Resistant Outsole, Nylon Diffusion 
Shank 


SR 



MEN’S SOFT TOES 

W04818 -WOLVERINE MULTISHOX 

SR OXFORD - Brown 


WOLVERINE 

HUBflBOOX 



Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Full Grain Leather Upper, Wave Mesh Lining 
Removable Full-Cushion Outsole, Lightweight PU 
Midsole/Rubber Outsole, Contour 































MEN’S SOFT TOES 

RB1100 - REEBOK SR OXFORD 

Black 


Men’s Med 6-11, 12,13, 14 
Men’s Wide 6-11, 12, 13 


Reebok 


Easy Care Leather, 100% Non-Metallic 
Removable EVA Cushion Insert 
Rubber Outsole 
EVA Cushion Midsole 


SEC 


SR 



MEN’S SOFT TOES 
GR1180 - GRABBERS - Black 

MEN MED 6-12, 13, 14 
MEN WIDE 6-12, 13 

Eurocasual Athletic Slip On 
EVA Cushioned Insert, Nylon Mesh 
Grip Master Rubber Bottom 
EVA Cushioned Midsole 




SR 



MEN’S SOFT TOES 

GR1120 - GRABBER Oxford - Black 

MEN MED 6-11, 12, 13, 14, 15, 16, 17, 18 
MEN WIDE 6-11, 12, 13, 14., 15, 16, 17, 18 


Plain Toe Oxford 
EVA Cushioned Insole 
SureGrip Rubber Bottom 
EVA Cushion Midsole 




MEN’S SOFT TOES 

GR1170 - GRABBERS EURO CASUAL 

ATHLETIC OXFORD - Black 


MEN MED 6-12, 13 & 14, MEN WIDE 6-12 & 13 


Euro Casual Athletic Oxford 

EVA Cushioned Insert with sponge Rubber Heel Wedge 
Nylon Mesh, 100% Non-Metallic 




Men’s Slip Resistant Soft Toe 





































Men’s Slip Resistant Soft Toe 



MEN’S SOFT TOES 

NA4620 - NAUTILUS SD SR SLIP-ON Nautilus 
Brown 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 


Water Resistant Full-Grain Leather Upper, 
Removable Polyurethane Insole, 

EVA Midsole. No Exposed Metal 


SD 


SR 



MEN’S SOFT TOES 

NA4092 - NAUTILUS SD SR OXFORD lHhf0 

Light Brown 

te|M: 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Full-Grain Nubuc Leather Upper, Removable Poly¬ 
urethane Insole, EVA Midsole, Slip & Oil Resistant 
Stabilizer Outsole 


SD 


SR 



MEN’S SOFT TOES 

TL24097 - TIMBERLAND TITAN SR 

BOOT - Coffee Timberiand ® 

Men’s Med 7-12,13,14,15 
Men’s Wide 7-12,13,14,15 

Full Grain Leather Upper, Moisture Channeling Mesh 
Lining w/Antimicrobial Treatment, Polyurethane 
Midsole/Slip-Resistant Outsole, Nylon Diffusion 
Shank 

SR 



MEN’S SOFT TOES 

RK6523 - ROCKPORT SR SLIP-ON 

Black 0ROCKFORT 

Men’s Med 7-11,12,13 
Men’s Wide 7-11,12,13 

Leather Upper, Moisture Wicking Nylon Mesh Lining 
Anti-Slip Pigskin Heel Counter, Rubber SR Outsole 
w/ EVA Cushion Midsole, 100% Non-Metallic 














































MEN’S SOFT TOES 

WZN690-BR - WORKZONE SR BOOT 

Brown 

Men’s E 6-11,12,13,14 



Oil Full-Grain Leather 
Removable Footbed 
Moisture Absorbent Lining 
PU/TPU Lightweight Dual Density Sole 
Slip & Oil Resistant Sole 




MEN’S SOFT TOES 

WZN690-BL - WORKZONE SR BOOT 

Black 

Men’s E 6-11,12,13,14 



Oil Full-Grain Leather, Removable Footbed 
Moisture Absorbent Lining, PU/TPU Lightweight Dual 
Density Sole, Slip & Oil Resistant Sole 




MEN’S SOFT TOES 

GR1240-GRABBERS 6” SPORT BOOT 

Black 

MEN MED 6-12, 13&14 
MEN WIDE 6-12 & 13 


6” Sport Boot Soft Toe, EVA Cushion Midsole 
EVA Cushioned Insert with sponge Rubber Heel Wedge 
Nylon Mesh, 100% Non-Metallic 
SureGrip Plus Rubber Bottom SR 



MEN’S SOFT TOES 

GR0016 - GRABBERS CASUAL 

OXFORD - Black 

MEN MED 6-12, 13 & 14 
MEN WIDE 6-12, 13 & 14 


Euro Casual Oxford 

EVA Cushioned Insert with sponge Rubber Heel Wedge 
Nylon Mesh 

Grabbers Rubber Lug Bottom SR 


www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 
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Men’s Slip Resistant Soft Toe 




























Men’s Slip Resistant Soft Toe 



MEN’S SOFT TOES 

W04821 -WOLVERINE MULTISHOX 

WATERPROOF SR BOOT - Brown 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 


WOLVERINE 


Waterproof Full Grain Leather Upper, Mesh Lining 
with Waterproof Membrane, Removable Full-Cushion 
Outsole, Lightweight PU Midsole/Rubber Outsole 
Contour Welt Construction 


WP 


SR 



MEN’S SOFT TOES 
R07114 - ROCKY MOBILITE WATER¬ 
PROOF BOOT - Brown 

Men’s Med 8-12,13,14,15,16 
Men’s Wide 8-12,13,14,15 


ROCKYA 

l KB Bwt* Iw; 


Leather Upper, Polyurethane Cushion Footbed 
TPU Techno Stability Shank Plate, ROCKY Water¬ 
proof Membrane Bootie 


SR 


WP 



MEN’S SOFT TOES 
W04727 - WOLVERINE SR 
WELLINGTON BOOT - Brown 


WOLVERINES 


Men’s Med 7-12,13,14 
Men’s EW 7-12,13 

Nubuck Leather Upper, Unlined, Removable Full 
Cushion Molded EVA Footbed, Rubber Midsole 
Goodyear Welt Construction, Safety Toe 

m 
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WOMEN’S SAFETY SHOE FOOTWEAR 




Slip Resistant Soft Toe 

www.safeshoes.com toll free (888) 933-5540 


WOMEN’S SOFT TOES 
GR015 - GRABBERS OXFORD 

Black 




WOMEN MED 6-12 
WOMEN WIDE 6-12 


Plain Toe Oxford 
EVA Cushioned Insert 
SR Rubber Bottom 


WOMEN’S SOFT TOES 
GR118 - GRABBERS SLIP-ON 

Black 




WOMEN MED 6-12 
WOMEN WIDE 6-12 


Eurocasual Athletic Slip On 

EVA Cushioned Insert, Nylon Mesh 

Grip Master Rubber Bottom, EVA Cushioned Midsole 


SR 


WOMEN’S SOFT TOES 
GR112 - GRABBERS PLAIN TOE 
OXFORD - Black 


isnsnnszm 


WOMEN MED 4-12 & 13 
WOMEN WIDE 6-12 & 13 


Plain Toe Oxford 

EVA Cushioned Insert with sponge Rubber Heel Wedge 
SureGrip Rubber Bottom, EVA Cushion Midsole 
Nylon Mesh 


SR 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 


• • 





























Women’s Slip Resistant Soft Toe 



WOMEN’S SOFT TOES 

GR117 - GRABBERS EURO CASUAL 

ATHLETIC OXFORD -Navy 

WOMEN MED 6-12 
WOMEN WIDE 6-12 




Euro Casual Athletic Oxford 

EVA Cushioned Insert with sponge Rubber Heel Wedge 
Grip Master Rubber Bottom, EVA Cushion Midsole 
Nylon Mesh, 100% Non-Metallic 

SR 



WOMEN’S SOFT TOES 

K16140-W - HYTEST OPANKA SD SR 

SLIP-ON - Black 


Women’s Med 6-13 
Women’s Wide 9-13 





Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


SD 


SR 



WOMEN’S SOFT TOES 

K16150-W - HYTEST OPANKA SD SR 

OXFORD - Black 


Women’s Med 6-13 
Women’s Wide 9-13 



aAaary ^oortt-wa* 


Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/ Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


SD 


SR 



WOMEN’S SOFT TOES 
RB110 - REEBOK SR ATHLETIC 

Black 

Women’s Med 6-12,13 
Women’s Wide 6-12,13 

Easy Care Leather, Removable EVA Cushion Insert 
Rubber Outsole, EVA Cushion Midsole 
100% Non-Metallic 


Reebok 














































WOMEN’S SOFT TOES 
K66010-W - HYTEST FOOTHOLDS 
WATERPROOF SR HIKER - Black 


Women’s Med 6-13 
Women’s Wide 9-13 


HYTEST 

FOOTHOLDS 


Action Leather Upper and Waterproof Bootie, 
Padded Collar and Tongue, Removable FootHolds 
Cushion Insole, Slip-Resistant FootHolds Rubber 
Outsole 


WP 


SR 



WOMEN’S SOFT TOES 

K66205-W - HYTEST FOOTHOLDS SR 

HIKER - Black 


FOOTHOLDS 


Women’s Med 6-13 
Women’s Wide 9-13 


Action Leather Upper and Water Resistant Mesh 
Lining, Padded Collar and Tongue, Removable 
FootHolds Cushion Insole, Slip-Resistant FootHolds 
Rubber Outsole 



WOMEN’S SOFT TOES 

GR124 - GRABBERS 6” SPORT BOOT 

Black 

WOMEN MED 6-11 
WOMEN WIDE 6-11 


6” Sport Boot 

EVA Cushioned Insert with sponge Rubber Heel 
SureGrip Rubber Bottom, EVA Cushion Midsole 
Nylon Mesh, 100% Non-Metallic 


Wedge 



| 1-888-933-5540 | sales@safeshoes.com 




www.safeshoes.com 
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Women’s Slip Resistant Soft Toe 
























Women’s Slip Resistant Soft Toe 


WOMEN’S SOFT TOES 
TL89688 - TIMBERLAND PRO 
RENOVA SR SLIP-ON - Dark Brown 


Timberlanil 



Women’s Med 5.5-10,11 
Women’s Wide 5.5-10,11 

Full Grain Leathers and Microsuede Upper 
Heel-to-Toe Rocker Sole, Slip Resistant Outsole 
Tri-Density Footbed, Anti-Fatigue & Temperature 
Regulating Technology 




WOMEN’S SOFT TOES 
TL89689 - TIMBERLAND PRO 
RENOVA SR SLIP-ON - Black 


Timberlanil 


Women’s Med 5.5-10,11 
Women’s Wide 5.5-10,11 

Full Grain Leathers and Microsuede Upper, Heel -to- 
Toe Rocker Sole, Slip Resistant Outsole, Anti- 
Fatigue & Temperature Regulating Technology, 
Tri-Density Footbed 

SR 



WOMEN’S SOFT TOES 
WZN690-BL-W - WORKZONE - Black 

Women’s 8-11 



Oil Full-Grain Leather, Removable Footbed 
Moisture Absorbent Lining, PU/TPU Lightweight Dual 
Density Sole, Slip & Oil Resistant Sole 


SR 



WOMEN’S SOFT TOES 

K16160-W - HYTEST OPANKA SD SR 

BOOT - Black 


Women’s Med 6-13 
Women’s Wide 9-13 


Full Grain Leather Upper, Fully Lined, Full 
Cushioned, Lined Insole w/Arch Support, Flexible 
Opanka Construction, Oil and Slip Resistant Rubber/ 
Polyurethane Outsole 


SD 


SR 
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MEN’S AND WOMEN’S 


I 



Overshoes & Rubber Boots 

www.safeshoes.com toll free (888) 933-5540 


PIIRRPP RnnTQ 

ONG86104 - ONGUARD 6” POLYBLEND 
STEEL TOE - Black 

Men’s 6-13 (Full Sizes) 



ONGUARD 

M U U t ‘ Hits 


INJECTED MOLDED SEAMLESS CONSTRUCTON, HARDENED 
STEEL LADDER SHANK, URETHANE PVL COMPOUND, 
REPLACEABLE CUSION INSOLES. 


ST 


WP 


RUBBER BOOTS 
ONG89682 - ONGUARD 16” 
POLYBLEND STEEL TOE - Black 

Men’s 5-15 (Full Sizes) 

100% WATER PROOF, POLYBLEND COMPOUND, 
STEEL SHANK FOR FIRM ARCH SUPPORT, 
REMOVABLE INSOLE. 


0 ^ 

ONGUARD 


ST 


WP 


RUBBER BOOTS 

ONG87982 -16” SURE FLEX STEEL 
TOE BOOT - Gray 

Men’s 5-15 (Full Sizes) 



ONGUARD 

N D U 1 HltS 


100% WATER PROOF, FLEXIBLE PVC COMPOUND UPPER , 
STEEL SHANK, REMOVABLE INSOLE, PVC / NITRITE SAFETY 
TOE 


ST 


WP 
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OVERSHOES 

TIN35211 - TINGLEY STEEL TOE 
SLIP-ON RUBBER COVER SHOE 

X SM MEN’S 4-5 / WOMEN’S 5-6-7 
SM MEN’S 6-7-8 / WOMEN’S 8-9 
MED MEN’S 8-9-10 / WOMEN’S 10-11 
LG MEN’S 10-11-12 
XL MEN’S 12-13-14 

MEETS ALL ASTM REGULATIONS 


TINGLEY 


OVERSHOES 

W001-W006 - WILKURO STEEL TOE 
SLIP-ON RUBBER COVER SHOE 


XSM MEN’S 4-5/WOMEN’S 6-7 
SM MEN’S 6-7 / WOMEN’S 8-9-10 
MED MEN’S 8-9 / WOMEN’S 10-11 
LG MEN’S 10-11 
XL MEN’S 12-13 
XXL MEN’S 14 


MEETS ALL ASTM REGULATIONS 


ir 


WILKURO* 















MEN’S AND WOMEN’S 



Socks 

www.safeshoes.com toll free (888) 933-5540 


797 - HYTEST Men’s 

White 

Sock Size: 10-13 
Pack Sizes: 6 pack or 12 pack 

Non ravel stay up top 
Full cushion sole foot with elastic arch for extra 
support & comfort 
Heavy weight construction 



MPITV POOriVMfl 



897 - HYTEST Men’s 

White 

Sock Size: 10-13 

Pack Sizes: 6 pack or 12 pack 

Non ravel stay up top 

Full cushion sole foot with elastic arch for extra 

support & comfort 

Heavy weight construction 



KAjPWTY P£70rb¥B*ifl 



275B - HYTEST Men’s 

Black 

Sock Size: 10-13 

Pack Sizes: 6 pack or 12 pack 

Non ravel stay up top 

Full cushion sole foot for extra comfort 

Heavy weight construction 



CM63953 - CRESCENT Men’s OMNI 
WOOL -Grey 

Sock Size: 9-12 
Pack Sizes: 3 pack 

75% Fine Merino Wool 
24% Nylon 
1% Lycra 



u^arv pod rwvrifl 
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273B - HYTEST Men’s No Show 

Black 

Sock Size: 10-13 

Pack Sizes: 6 pack or 12 pack 

Non ravel stay up top 

Full cushion sole foot for extra comfort 

Heavy weight construction 






174 - HYTEST Lady’s Low Cut 

White 

Sock Size: 9-11 
Pack Size: 6 pack 

Non ravel stay up top 

Full cushion sole foot for extra comfort 

Heavy weight construction 






175 - HYTEST Lady’s Crew Sock 

White 

Sock Size: 9-11 
Pack Size: 6 pack 





Non ravel stay up top 

Full cushion sole foot for extra comfort 

Heavy weight construction 


www.safeshoes.com 


1-888-933-5540 | sales@safeshoes.com 
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Men’s and Women’s Socks 













—— MEN’S AND WOMEN’S 

Insoles 

www.safeshoes.com toll free (888) 933-5540 


SP37-816 - Spenco Heavy Duty 

MEN 6- 7 / WOMEN 5-6 
MEN 8-9/WOMEN 7-8 
MEN 10-11 / WOMEN 9-10 
MEN 12-13/ WOMEN 11 
MEN 14-15 

MAXIMUM SHOCK ABSORPTION AND COMFORT 
LIGHT WEIGHT P0LYS0RB POLYURETHENE FOAM 
ARCH AND HEEL SUPPORT 


© 

Spenco 



SP39-313 - Spenco Total Support 

MEN 6- 7 / WOMEN 5-6 
MEN 8-9 /WOMEN 7-8 
MEN 10-11 / WOMEN 9-10 
MEN 12-13/ WOMEN 11 
MEN 14-15 

TOTAL SUPPORT WITH TARGETED CUSHINING 
INCREASED SHOCK ABSORPTION AND COMFORT 
ADVANCED SUPPORT FOR THE ARCH AND HEEL 


Spenco 



SP40-212 - Spenco 
RX Comfort Insoles 

MEN 6- 7 / WOMEN 5-6 
MEN 8-9 /WOMEN 7-8 
MEN 10-11 / WOMEN 9-10 
MEN 12-13/ WOMEN 11 
MEN 14-15 

Consumers seeking a thin, flat layer of additional 
lightweight cushioning. Consumers looking to cush¬ 
ion custom orthotics. 
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Aeration Holes 

Regulate foot temperature 
(all 3 layers] 

Odor 
Reducing 

Natural 
fresh scent 




Ultra High-Density 
Memory Foam 

2Dlb/ft 3 and 1 second 
rebound. Ergonomically 
molded for maximum 
shock absorption and 
motion control 


Deep Heel Cup 

Semi Hexagon 
design / shape 
eliminates shock 
impact of heel 
strike 


Heavy Duty 
Top Cloth 

Anti - Fungal 
Anti - Bacterial 


Open-Celled 
Memory Foam 

7lb/ft 3 Density 
reduces harmful 


Anti - Perspiration Distinctive Pattern shear force and 

Designed to redistribute provides maximum 

heel, Dali, and toe pressure comfort 


V 


Anti-Fatigue 

Mat™ 


7- 

SIZING* 

Item# 

MEN 

WOMEN 

PAM 


5-6-7 

PAM 

6-7 

8-9 

PAM 

8-9 

10-11 

PAM 

10-11 

12-13 

PAM 

12-13 


^PAM 

14-15 

_> 


For Maximum Shock Absorption 


and Maximum Comfort 

Recommended for use in 
Industrial and Extra-Depth Footwear 

• Deep Heel Cup 

• Soft Contoured Arch Support 

*Also available in whole sizes 
Womens 5 through Mens'!4 in poly bags 



MBSA 

Comfort- 



r 



Aeration Holes 

Regulate foot temperature 
(all 3 layers] 


Ultra High-Density Memory Foam 

20lb/ft 3 and 1 second rebound. 
Ergonomically molded for maximum 
shock absorption and motion control 

Heel Cushion 

Semi Hexagon 
design / shape 
eliminates shock 
impact of heel strike 


□dor 


Reducing 


Heavy Duty 
Top Cloth 

Anti - Fungal 
Anti - Bacterial 
Anti - Perspiration 


Distinctive Pattern 

Designed to redistribute 
heel, Dali, and toe pressure 


Open-Celled 
Memory Foam 

7lb/ft 3 Density 
reduces harmful 
shear force and 
provides maximum 
comfort 




'Pentwal 

Anti-Fatigue 
Mat E^D 


r 

SIZING > 

Item# 

MEN 

WOMEN 

PAM ESD 


5-6-7 

PAM ESD 

6-7 

8-9 

PAM ESD 

8-9 

10-11 

PAM ESD 

10-11 

12-13 

PAM ESD 

12-13 


\PAM ESD 

14-15 

_> 


For Maximum Shock Absorption 
and Maximum Comfort 

Recommended for use in 
Anti-Static [ESD] Footwear 

• Deep Heel Cup 

• Soft Contoured Arch Support 



i.UJrU.UIjA 


• Injury rates and 
medical costs 

• Muscle fatigue 

• Foot, knee, hip, 
and back pain 



• Productivity 

• Comfort and 
well-being 

• Balance 
reactions 


r 


Heel Cushion 



Ultra High-Density 
Memory Foam 

20lb/ft 3 and 1 second rebound. 
Ergonomically molded for maximum 
shock absorbtion and motion control 


MEGAGEL 


Visco 


Technology 


Heavy Duty 
Top Cloth 

Anti - Fungal 
Anti - Bacterial 
Anti - Perspiration 


Distinctive Pattern 

Designed to redistribute 
heel, Dali, and toe pressure 


Soft Open-Celled 
Memory Foam 

7lb/ft 3 Density 
reduces harmful 
shear force and 
provides maximum 
comfort 


V 


MEGA 

sole 


7— 

SIZING ^ 

Item# 

MEN 

WOMEN 

MS 


5-6-7 

MS 

6-7 

8-9 

MS 

8-9 

10-11 

MS 

10-11 

12-13 

MS 

12-13 


\^MS 

14-15 



For Optimal Shock Absorption 
and Everyday Comfort 

Recommended for use in 
Casual and Leisure Footwear 

• Gel Enhanced Vibration Reduction 



r 



Soft Durable 
Top Cloth 

Anti - Fungal 
Anti - Bacterial 
Anti - Perspiration 

Soft Open-Celled 
Memory Foam 

7lb/ft 3 Density 
reduces harmful 
shear force and 
provides maximum 
comfort 


3/4 Trim Line 

For a better fit in casual 
and dress footwear 


Choose & Alternate 

Between two 
different levels of 
Orthotic support 
[included with purchase) 


Aeration Floles 

Regulate foot 
temperature 
[all 3 layers] 


Ultra High-Density 
Memory Foam 

20lb/ft 3 and 1 second rebound. 
Ergonomically molded for maximum 
shock absorption and motion control 


Heel Cushion 

Eliminates shock impact of heel strike 


Neutral Balance 
Support Bar 


MULTIPLE ORTHOTIC SUPPORTS 
WITHOUT COMPROMISING COMFORT 


MULTI 

Tljstic- 

For Enhanced Performance. 


— 

SIZING 

Item# 

MEN 

WOMEN 

MT 


5-6-7 

MT 

6-7 

8-9 

MT 

8-9 

10-11 

MT 

10-11 

12-13 

MT 

12-13 


\^MT 

14-15 

_^ 


3-in-1 Comfort Orthotic System 

Recommended for use in 
all Footwear. Extra Support and 
Enhanced Performance 

• Cost Effective Initial Replacement 
to Custom Made Orthotics 

_ y 





Product Features Include: 


The ORIGINAL DUAL LAYERED 
Memory Foam Technology 

• Aeration Holes 

Regulate foot temperature 
(all three layers) 

• Machine Washable 

Stay fresh longer 

• Odor Reducing 

Natural fresh scent 

• Ergonomically Designed by a 
Doctor of Podiatric Medicine 

• Soft Durable Top Cloth 

Anti-Perspiration 

• Silver Ion Anti-Microbial Technology 

Anti-Microbial agent that Inhibits 
germs AND kills bacteria 



www.safeshoes.com 









































































INDEX 


ARIAT 

39 

AR10002437 

46 

AR10002367 

51 

AR10002368 

73 

AR10005949 

AVENGER 

27 

AV7258 

BATES 

30 

E02264 

34 

E02263 

CARHARTT 

28 

CMF6366 

37 

CMP1270 

27 

CMW6250 

CATERPILLER 

49 

P90210 

12 

P89957 

21 

P89961 

DR MARTENS 

39 

DM2295C2365 

52 

DM13735201-W 

68 

DM12721201-W 

FLORSHEIM 

10 

FS2400 

11 

FS2416 

11 

FS2700 

38 

FE860 

53 

FS240 

53 

FS246 

GENUINE GRIP 

82 

GG2010 

GEORGIA BOOT 

31 

GA6374 

36 

GA8374 

39 

GA4374 

73 

GA3204 

GRABBERS 

83 

GR1180 

83 

GR1120 

83 

GR1170 

85 

GR1240 

85 

GR0016 

87 

GR015 

87 

GR118 


87 GR112 


88 

GR117 

48 

K17170 

69 

K17130 

89 

GR124 

48 

K17191 

46 

K30221-W 


HYTEST ^ 

48 

K17210 

69 

K13610 

7 

K20180 

41 

K12251 

69 

K13491-W 

7 

K10150 

49 

K30400-W 

69 

K13772-W 

7 

K10151 

49 

K17205 

70 

K12170-W 

9 

K10141 

49 

RK676 

70 

K62010-W 

9 

K10140 

23 

K12271 

70 

K66025-W 

13 

K10321 

18 

K13001 

73 

K15762-W 

16 

Kill 00 

31 

K13091 

73 

K15440-W 

16 

K11101 

23 

K13811 

66 

K12360-W 

16 

Kill 60 

13 

K30400 

74 

K17370 

18 

K11350 

8 

K30422 

74 

K12251-W 

13 

K10811 

50 

K30432-W 

74 

K15261-W 

17 

K11013 

50 

K30422-W 

75 

K13540-W 

19 

K66025 

51 

K30420-W 

76 

K12100-W 

21 

K13021 

51 

K30401-W 

76 

K12101-W 

23 

K08971 

51 

K10821-W 

76 

K10250-W 

23 

K08972 

77 

K10241-W 

80 

K16160 

14 

K11281 

54 

K11160-W 

80 

K16150 

24 

K13150 

54 

K11100-W 

80 

K66205 

24 

K13151 

54 

K11101-W 

81 

K66010 

24 

K13610 

55 

K11280-W 

81 

K16140 

24 

K13262 

55 

K11231-W 

88 

K16140-W 

25 

K13160 

55 

K10071-W 

88 

K16150-W 

25 

K12191 

62 

K17002 

89 

K66010-W 

25 

K12170 

62 

K11284-W 

89 

K66205-W 

34 

K15262 

62 

K11281-W 

90 

K16160-W 

34 

K15440 

66 

K12150-W 

IRON AGE 

40 

K10250 

67 

K17013 

27 

IA0100 

40 

K12100 

67 

K12071-W 

27 

IA5150 

41 

K12111 

67 

K12271-W 

33 

IA9650 

16 

K11284 

67 

K12001-W 

38 

IA6900 

42 

K13371 

78 

K17202 

38 

1A0180 

42 

K14270 

49 

K17110 

44 

IA0163 

42 

K15271 

78 

K17116 

44 

IA3288 

42 

K12101 

78 

K12200-W 

44 

IA4985 

43 

K53055 

78 

K12202-W 

21 

IA5200 

43 

K13370 

79 

K11311-W 

45 

IA0195 

43 

K13270 

65 

K17100 

68 

IA965 

45 

K25026 

65 

K17101 

77 

IA328 

47 

K10321-W 

65 

K17102 

77 

IA498 

47 

K17140 

65 

K17103 

JUSTIN BOOTS 

47 

K17141 

66 

K11351-W 

36 

JB795 

47 

K17150 

68 

K12191-W 

39 

JB4795 

48 

K17151 

68 

K17131 
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19 

19 

■ 

97 

■ 

12 

13 

15 

15 

17 

18 

46 

52 

61 

61 

61 

64 

64 

84 

84 

■ 

92 

92 

92 

■ 

15 

14 

14 

15 

17 

20 

20 

20 

20 

28 

28 

28 

29 

38 

45 

57 

57 

57 

57 

58 


KEENS 


SPENCO 


KN1006977 
KN1006978 


MEGA COMFORT 


INSOLES 


NAUTILUS 


NA1630 

NA1620 

NA1317 

NA1320 

NA1333 

NA1392 

NA1621 

NA1631 

NA1356 

NA1360 

NA1452 

NA1363 

NA1750 

NA4620 

NA4092 


ONGUARD 


ONG86104 

ONG89682 

ONG87982 


REEBOK 


RBI 825 

RBI 940 

RB4805 

RB4490 

RBI 630 

RB4444 

RB4555 

RB4488 

RB4666 

RB8674 

RB8694 

RB6750 

RB7755 

RB8874 

RB6755 

RBI 64 

RBI 82 

RB454 

RB457 

RB458 


58 

RB195 

58 

RB446 

58 

RB447 

59 

RB448 

59 

RB449 

59 

RB485 

59 

RB940 

60 

RB450 

60 

RB451 

60 

RB453 

61 

RBI 86 

64 

RB417 

70 

RB4555 

71 

RB750 

71 

RB755 

71 

RB444 

76 

RB655 

77 

RBI 56 

83 

RB1100 

88 

RB110 

ROCKPORT 

11 

RK6736 

11 

RK6741 

12 

RK6761 

12 

RK6762 

53 

RK670 

50 

RK673 

64 

RK612 

84 

RK6523 

ROCKY 

33 

R06114 

33 

R06696 

36 

R06693 

36 

R06115 

86 

R07114 

SAFA 

31 

SF1013 

SKECHERS 

55 

SK76528 BKPR 

SOCKS 

94 

797 

94 

897 

95 

273B 

95 

174 

95 

175 

94 

CM63953 


96 

SP37-816 

96 

SP39-313 

96 

SP40-212 

THRORGOOD 

37 

TG804-6191 

TIMBERLAND 

10 

TL47028 

10 

TL53534 

19 

TL61009 

21 

TL81016 

21 

TL86515 

29 

TL26038 

29 

TL26063 

29 

TL86518 

30 

TL26078 

30 

TL47001 

30 

TL65016 

35 

TL47019 

35 

TL89604 

40 

TL40000 

41 

TL53530 

44 

TL85516 

52 

TL87528 

52 

TL63189 

53 

TL85599 

63 

TL90666 

63 

TL87525 

63 

TL87527 

71 

TL26388 

82 

TL47015 

84 

TL24097 

90 

TL89688 

90 

TL89689 

TINGLEY 

91 

TIN35211 

WILKURO 

91 

W001-W006 

WOLVERINE 

9 

WO4501 

9 

W04999 

10 

W05000 

25 

WO2053 

26 

W04349 

26 

WO4405 


26 

WO4820 

35 

W04826 

39 

WO4707 

41 

W04451 

81 

W04735 

81 

W04736 

82 

WO4503 

82 

W04818 

86 

W04821 

86 

W04727 

WORK ZONE 

13 

WZS477 

31 

WZS654-BL 

32 

WZC690-BL 

32 

WZS651-BR 

32 

WZS677 

32 

WZS690-BL 

33 

WZS690-BR 

35 

WZC877 

37 

WZS852-BR 

37 

WZS854-BR 

45 

WZM612 

46 

WZS477-W 

72 

WZC690-BL-W 

72 

WZS677-W 

72 

WZS690-BL-W 

72 

WZS651-BR-W 

85 

WZN690-BR 

85 

WZN690-BL 

90 

WZN690-BL-W 



www.safeshoes.com | 1-888-933-5540 | sales@safeshoes.com 

































ATLANTA 

Vulcan Safety Shoes 
Corporate Office 
4745 Hugh Howell Rd. 
Tucker, GA 30084 
770-934-5540 
Fax: 770-496-0475 


GREENVILLE 

Vulcan’s BOOT CAMP 
1178 Woodruff Road 
Greenville, SC 29607 
Phone 864-297-9660 
Fax 864-297-9609 


VULCAN SHOE MOBILE 

Traveling shoe store 
sales@safeshoes.com 


SAVANNAH 

Vulcan’s BOOT CAMP 
2 Park of Commerce Blvd. 
of Chatham Parkway Suite H 
Savannah, Ga 31405 
Phone 912-236-4940 
Fax 912-234-8096 



GUARDSMAN FOOTRESTS FOOTHOLDS 
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Reebok 



IIATIIS 


0ROCKPORT IRON AGE 


ROCK Vi 
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WILKURO* 



tSiSKICHERS: 
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Spenco 


VULCAN 


Phone 1 888 933 5540 
Email sales@safeshoes.com 
Online www.safeshoes.com 





















